Dome of the Rock, the Mosque 
of Omar in Jerusalem. Water 
sellers at well in the foreground 
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no substitute 
for VALUE 


























Corrugated heating surfaces Back-and-forth fire travel 


The Weil-McLain Boiler occupies a high 
position in the heating industry, because 


it represents unusual value. It offers more 
heating surface and more fire travel, with- 
out added size or extra price. To your 


customers this means more heat from less 
fuel. To you it means happy customers, 


a healthy business, a larger net profit. 





Weil-McLain Company 


Manufacturing Division Jobbing Division 
Michigan City,Indiana CHicago,lilinois 


_ 
Weil-M:Lain 
BOILERS 


“SEE THE WEIL-McLAIN BOILER JOBBER IN YOUR TERRITORY” 
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Jos. A. Vogel Co. 


Wilmington, Del. 
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As the calling dignifies the man so the man 
much more advances hts calling—South. 


Pride enables the enthusiastic plumber to 
take advantage of every opportunity to develop 
business, no matter how discouraging the out- 


look. 


Pride won’t let him fail—it’s his business, 
and it’s a good one. YVQGEL Products will 
help him in his ambition to build a big  per- 
manent business. You also can realize on the 
profit building possibilities of YV¥QGERL Frost 
Proof products by simply asking your jobber 
about them. 


Your jobber can help you by suggesting many 
new outlets right in your territory. The way 
to get business is to go after it and the plumber 
who takes pride in his business is willing to 
go after prospects. See your jobber today. 





St. Louis, Mo. 
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0), ITDOORS — nature unrestrained! 
But in the class room fresh outdoor 
air tempered and tamed. 


With windows closed to keep out 
the fury of biting winds and yet let 
in the light, the Univent brings into 
the school room the invigorating 
fresh out door air—cleans it and 
tempers it to June like temperature. 


The Univent is designed for the 
one purpose of bringing out door air 
directly into the school room- 
robbed of chill, dust and soot, and 
distributing it uniformly through- 
out the school room with gentle 
agreeable air motion but without 
drafts. In warm weather when 
heating is not necessary, the gentle 
air motion in the Univent venti- 
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VENTILATION 


*Wm. Penn High School, equipped with ... 





cn 


ASS — make the difference 





lated room is as refreshing as an 
early morning summer breeze. 


Write for the book ‘‘Univent Ven- 
tilation’’; it shows why control is 
the first requisite of ventilation, 
and proves why Univent ventilation 
is the simplest, easiest controlled, 
most effective, most economical 
system of ventilation known. 

In installation and operation it is 
more economical than opening 
windows and gives uniform results 
despite weather conditions. Write 
for the book “‘UniventVentilation"’; 
it tells facts worth knowing. 

yor ¢ 


* Wm. Penn High School, Harrisburg, Pa 
Charles Howard Lloyd, Architect, Harrishurg, Pa 
Herre Bros., Heating and Ventilating Contractors, 

Harrisburg, Pa 


Manufactured only by THE HERMAN NELSON CORPORATION, Moline, Ill. 


Builders of Successful Heating and Ventilating Equipment for 20 Years 





© Sales and Service o— 





BULFPAST, ME. NEW YORK CITY SCRANTON CLEVELAND CHICAGO 

BOSTON SYRACUSE PITTSBURGH COLUMBUS DES MOINES 

NEW HAVEN BUFFALO GRAND RAPIDS TOLEDO MILWAUKEE 
PHILADELPHIA DETROIT INDIANAPOLIS MINNEAPOLIS 


SAN FRANCISCO 
EMPORIA 
KANSAS CITY 


ST. LOUIS DENVER SEATTLE 
SALT LAKE CITY VANCOUVER 
SPOKANE TORONTO 
PORTLAND 





DOMESTIC ENGINEERING February 5, 





ia 


{@ The Reverso Bath 


CAN BE INSTALLED IN ANY POSITION 


SIZES 
4% feet-—5 feet—5% feet — 6 feet 


FURNISHED with END OUTLET 


) D 
Deus ro TL Only two styles to be stocked {[ anion 


Carry less stock and have Reverso Baths 
to sell for any number of installations 


QUALITY is UNUSUAL SATISFACTION our SERVICE 


Tnite? States Sanitary MYG-Co. 
PITTSBURGH, PA. 
NEW YORK CHICAGO KAN S/S C.TY, MO. BOSTON PH'!LALELPHIA 





Mention Domestic ENGINEERING when writing advertisers. 


m 
927 








Feb 














February 5, 1927 DOMESTIC ENGINEERING 





ILLIAM®’ “Falcon” Tongs do the 

work of two tools, a pipe wrench 
and a fittings wrench, yet they cost but 
the price of one. 












In addition to the saving in cost is the 
lighter weight in your tool kit and less 


bother in changing tools on the job. 


“Falcons” are unusually efficient on fit- 
tings, coils and in close quarters due to 
their double-ended, reversible jaw with 
continuous teeth across its center. Each 
chain is individually proof-tested and 
CERTIFIED. 











Six Size Hwith 
flat link 
or‘cable chain, 
for % to 12 


Join the ever-increasing army of ‘‘Fal- inch ‘pipesland 
con” users and learn what real conven- 
ience is. Catalog on request. 


J. H. WILLIAMS & CO. 
‘The Wrench People’ 
New York BUFFALO Chicago 


OLs 


“FALCON” 


PIPE AND FITTINGS TONGS 
WITH PROOF-TESTED CHAIN 





Mention Domestic ENGINEERING when writing advertisers. 





jiteinasiciandhs aul 


a ee . 
2 wali tebe 











DOMESTIC ENGINEERING 

















te . ial 
locomotives, in bridges, in skyscrapers 
wherever strength and durability are abso- 


lutely necessary, there you’ll find STEEL. And 
where resistance to rust is essential, you’ll find 
copper. 

By adding a scientifically determined quantity 
of copper to STEEL, these two metals are com- 
bined into copper-stee/—the strongest and 
most durable boiler-metal known. 


Copper-steel has the ruggedness to withstand 
the constant expansion and contraction of vary- 
ing steam pressures and is rust-resistive. That’s 
why Fitzgibbons-Ontario Boilers are built entirely 


of copper-steel. 


sal SC ee 
ae Oe! Sa —— 
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us Long Life 


A boiler is only as strong and. as durable as the 
metal from which it is made. 


Furnace stacks made of copper-bearing metal, 
installed on a B. & O. R. R. rolling mill at Cum- 
berland, Md., in 1870, are still standing, in spite 
of smoke and corrosive gases from locomotives. 


Copper-steel means endurance, LONG-LIFE— 
the thing your clients pay for. And the thing they 
get in Fitzgibbons-Ontario Copper-Steel Boilers. 


Made in capacities from 400 to 3200 sq. ft.; 
also in larger sizes up to 36,000 sq. ft. each. For 
steam, vapor and hot water. They burn oil or any 


size or kind of coal. 


Let us send you copy of our catalog 


FITZGIBBONS BOILER CO., Inc. 


570 Seventh Ave. 


New York City 


Representatives in Principal Cities 


Fitzgibbons 





COPPER~STEEL BOILERS 
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Soil Pipe Fittings, Extra Heavy 
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COST PRICES ARE PRINTED IN BOOK 


ee 

















@uccEsTED SELLING PRICES ARE PRINTED IN BOOK 


Save time and money 


Time runs into money—and time spent figuring the costs on a 
job mounts up into respectable figures. Too, you have no 
assurance of accuracy when you must depend on pencil and 
paper. Here you have everything where you want it—accurate 
figures, checked beyond the possibility of error. You know 
your costs—and price figures are right before you. 


THE PLUMBERS’ 
AND STEAMFITTERS’ 
PRICE GUIDE 


We have been publishing this book for fourteen years—ever 
since 1912. In that time thousands of contractors have proven 
its value in figuring their costs and resale prices. It is not an 
experiment—not a fly-by-night proposition—but a handy 
reliable piece of office equipment you cannot afford to be without. 
You can buy the best tools for your journeyman—why tie down 
your office force to pencil and scratch pad, with the possibility 
of costly errors—when you can have this book at an amazingly 
low price? 


Anybody can use it 


You don’t have to be an accountant or a mathematician to 
use the Plumbers’ and Steamfitters’ Price Guide. Everything 
is simplicity itself—your newest clerk can grasp it entirely at a 
glance. And the best part of it is that inexperienced office 
workers can figure jobs from the Price Guide with absolute 
accuracy. The figures are right—nothing is left to chance. 


ie: are furnished from time to 
Revision Sheets §.“0"8 slight additional 
cost. These sheets are issued as material and data becomes 


obsolete, and you are assured of continuous accuracy at 
all times. 


You cannot afford"to be without this book. Mail the coupon 
today and get the details. 


BAREHAM AND SAUNDERS 


Publishers of the Plumbers’ and Steamfitters’ Price Guide. 
Published and used by Plumbers and Steamfitters since 1912. 


366 East Main St. Rochester, N. Y. 




















Coupon today 
for full 
information 
aboutthis book! 





FITTERS’ PRICE GUIDE 








What this book contains 


The Plumbers’ and Steamfitters’ Price Guide 
has been compiled with one purpose in view— 
that of helping the contractor to determine aver- 
age costs and proper resale prices. Into this book 
is crammed all the information you can possibly 
need to determine selling prices of every kind of 
supplies you use—every item is instantly avail- 
able through the famous Bareham and Saunders 
cross-indexed system— you can find what you 
want in a jiffy. No figuring—no hunting 
through price lists. You can put your finger 
on any item right away! 





Mail this 








THE PLUMBERS’ AND STEAM- 
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Se PRHP iiititre 


Into this Great Hotel went 33 Miles of ‘‘NATIONAL’’ Pipe! 


here can be no chance of anything but reliable materials being specified in a magnificent 
building like this. Far-famed architects and engineers, formulating rigid specifications which 
demand the highest in quality and endurance, do not substitute any other factor for depend- 
ability. No better proof of high quality manufacture and satisfactory service could be given 
than the specification of “NATIONAL” Pipe in structures like this one. The necessity here is 
for modern pipe to meet modern conditions—pipe that is manufactured by exclusive processes 
to insure reliability where millions of dollars have been spent for beauty and comfort—where 
thousands of tenants may depend without fail on water, steam, gas and air lines. 
Thirty-three miles of uniform, strong, durable, ever dependable ““NATIONAL”’ Pipe will faith- 
fully serve in this building for years to come—a satisfaction to all concerned. 


“NATIONAL” Pipe is made by the largest manufacturer of wrought pipe in the world—the 
only pipe that is Spellerized and made by the Scale Free Process. Bulletin No. 19, on the 
subject of Pipe for Plumbing and Heating, contains information of interest and also of practical 
help to plumbing and heating contractors. A copy will be sent on request. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


DISTRICT SALES OFFICES IN THE LARGER CITIES 
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HOTELMANGIR 


Architect: 
H. CRAIG SEVERANCE 
Engineer: 

Hn. HALL MARGHALL 
Plumbing Contractor: 
YARCHO BROS. 
Heating Contractor: 
BAKER. SMITH 6 CO. INC 
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rd Equipment on all these Boilers 


y ieee } nani + ava s Keystone National ] Putnam Spencer 
mes ongress eggie-Simplex Kewanee il Ci tohaedea : 
Birchfield Fitzgibbone- Sauredel P eo Oil City Richardson Standard 
-Line Ontario International Lansdale Otis-Sawyer- Richmond Star 
Burnham Floral City Economy Molby Economy Ross Thatcher 
Coil Freed Keysco Novelty Pierce-Pebco Senate West Coast 
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‘No. 924 Sylphon Steam 
Damper Regulator, ex- 
tra sensitive type. 





The well known Sylphon bellows (used 
as the diaphragm in Sylphon Regulators) 
with its everlasting sensitiveness and 
positive action, opens and closes the 
damper drafts in continuous and pro- 
portionate response to slight changes in 
steam pressure. There is no intermittent 
or snap action, with resulting lag in 
regulation behind pressure changes. 


The results are uniform heating, low 








Steam 


Sy: Damper Regulators 

















No: 22 Sylphon Damper 
Regulator for low pres- 
sure steam boilers,, 










No. 22-J Sylphon Damper 
Regulator for low pressure 
steam boilers with light 
dampers. 


fuel consumption, and no needless man- 
ual adjustments of drafts. 
Sylphon Damper Regulators outlast 


the boiler itself. They can be installed on 
any make of boiler, of course. 


When you insist on Sylphon Regula- 
tors for every boiler you install you 
guarantee heating satisfaction for your 
clients. : 
Let us send you Bulletin KDR-5. 
















Every genuine Sylphon bel- 
lows is drawn and formed 
seamless from a flat sheet of 
specially prepared metal, with 
folds or corrugations formed 
to provide the greatest 


strength and flexibility. 































Breakdown, so common with 
the ordinary type of thermo- 
stat is eliminated, for neither 
years of constant use nor the 
powerful action of steam 
weaken the Sy/lphon bellows. 


































THE FULTON COMPANY KNOXVILLE,TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 
Sales Offices in: NEW YORK, CHICAGO, DETROIT, BOSTON, PHILADELPHIA 
and all other principal cities in the U.S. A. 
European Representatives: Crosby Valve & Engineering Co., Ltd., 41-42 Foley Street, London, W. 1, England. 
Canadian Representatives: Darling Bros., Ltd., 120 Prince Street, Montreal, Canada. 
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when a crowd © - 
storms a Door? — 











The Door corresponds yee al 


to the Fire Surface of a 


VERY architect and heating contractor 

knows that because of the higher first 
cost it is often exceedingly difficult if not im- 
possible to convince people that it is far cheap- 
er in the long run for them to install a fairly 
Rated Boiler that has plenty of Fire Surface. 
In using the above illustration in our national 
advertising campaign, we explain that only 
a certain number of people and no more can 
go through the door in a given length of 
time. All effort to increase this number is 
wasted. Just so, only so much heat can be 
absorbed by the Fire Surface of a boiler. If 
you liberate from your fuel more heat per 
minute than you have Fire Surface to absorb, 
the excess heat units go merrily up the chim- 
ney—a waste of expensive fuel. 


THE H-B-SMITH 


BOILERS &- RADIATORS _, 


Used in fine homes and buildings since 1860 





The H. B. Smith Boilers for steam, hot water and 
vapor heating; radiators, and hot water supply 
boilers; for every type and size of private home, 
office building, factory and public building. 


ea 


, Try using this method on your next prospect 
or client. You will find it a very successful 
way to convince him that if he wants com- 
fort and economy he must have a boiler 
with sufficient Fire Surface fairly rated. 

Send for free booklet 
To further help architects and heating contractors to 
thoroughly acquaint their clients with the economic 








OC 


necessity for a Fairly Rated Boiler we have issued a vee 


32-page booklet, “The Truth 
About Boiler Ratings’’—a valu- 
able book for architects and heat- 
ing contractors to lend to their 
clients. The coupon below will 
bring you a copy by return mail 
with our compliments. The H. B. 
Smith Company, Home Office and 
Works: Dept. A-30, Westfield, 
Mass. Sales Offices and Ware- 
housesat: Westfield, Boston, New 
York, Philadelphia, Cleveland. 


The H. B. Smith Company, 
Dept. A-30, Westfield, Mass. 


Gentlemen: (JSend a copy of your new booklet on Boiler Ratings . 


JAlso send me copy of your booklet ‘“‘Does it Pay to Install an 
Oil Burner.” 


Name.. 
Street 


City.. ie ee ; ; és 4:0 TOs 5 cisen's 


ISH 
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A Letter from 
Harry G. Nye 
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Nye Vise Stands 
with Pipe Bender 
h hout N 

ng Bey oh ep in 


size vise specified. Bender can 
be with open side vise or 


bench vise. 
With Leg: d No. 10 Self- 
Lostinn Veo, e 
DOME GOON. oc os sceess $15.35 
With L but without 
ie Lege. each...... 12.00 





NYE No. 51—Chain Vise 
Capacity % to 2% inches 
A handy, compact little vise, possessing 


maximum strength, while of minimum 
weight. Easily carr arried i ol kit. 
Equipped with standard jaws. Having 
features not found in similar vises, the 
double lever tightening device being 
above the bench, rather than below, in- 
suring faster and smoother operation. 


Net Price - $4.67 
Absolutely Guaranteed 


NYE RATCHET REAMER 











A high class three blade reamer. 
The blades which are firmly im- 
bedded in body to prevent mis- 
alignment, are made of the high- 
est grade alloy steel obtainable. 
Will ream from \* to 3” pipe, 
which makes this tool take the 
place of any two reamers on the 
market. 
Wet PebOO sc ic csccceccccss $6.00 


Nye Bit Brace Reamer 
Reams from \% to 144 inches inclusive 


This reamer is made with a tapered shank 
which will fit ae, standard bit brace. Drop 
focme from the -_s grade alloy tool aon 

tempered in oil. A very handy little tool 
having a wider range than any other similar 
reamer. 


List Price - - - $1.17 
ABSOLUTELY GUARANTEED 
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To THE PLUMBERS AND STEAMFITTERS 
OF THE U. S. A. 


Fellow Males: 

Not long ago I broke up a number of unhappy homes by 
blaming women for the trouble, and pretty nearly busted 
vp my own, which had been all right, or at least pretty 
fair, until I wrote that fool letter. My wife says——but 
never mind what she says. I've got to hold this to one 
page. 

The ladies seem to have overlooked the fact that in that 
letter I threatened to expose the I've-got—her husband. 
A few of them noticed it, and have told me to go ahead 
and do it. But even if they hadn't told me to do it, 

I am going to do it anyway. 





The I've—got—her husband is a fellow who vesun back 
from his honeymoon, bears home the blushing bride, opens 
the front door and shoves her in, and then beats it back 
to the shop, store, bank, factory or office and forgets 
all about her. A few days later somebody says something 
to him about “your wife" and he says, "Oh, yes," and 
wonders where he has heard that name before. 


Now that's no way to treat a woman, that is, a woman who 
is worth going to the trouble and expense to marry. As 
a simple business proposition a man ought to look after 
his investments better than that. Here is about what 
she has cost you: 


1873 hrs. courting at $1 per hr. $1,873.00 
117 hrs.overtime (time and a half after midnight) 175.50 
Candy 21.75 
Flowers 4.50 
Meals 148.55 
Gas 6.43 
Miscellaneous uD 

Total $2,229.88 
This takes no account of the cost of the wedding, or the 


gift to the bride, or the cost of the honeymoon, and 
other incidental and accidental expenses appertaining to 
the fatal plunge. 


But no man would invest $2,229.88 in anything else and 
run away and leave it and expect to find it there when 
he came back. I hate to put it on a commercial basis, 
but that is the only way you can make some fellows see 
some things. 


I hope you appreciate the value of a wife, and of Nye 
tools, both of which will make you happy if you will 
only give them a chance. 


Yours matrimonially, aay 4 y.. Vayé. 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 
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REUBEN N. TRANE 
| President, The Trane Co. 











Get a Head Start with this Big 


New Development in Heating 


Contractors who took advantage of Trane’s 60-day trial offer on 
Heat Cabinets say that this radical improvement will revolutionize 
the heating business. 


On the first complete Heat Cabinet job in the State of Pennsyl- 
vania, one man, in an hour, unpacked and carried up all the units 
for a three-story house. It would have taken three men a day with 
bulky, cumbersome radiators on narrow stairways and hardwood 
floors. A Trane Heat Cabinet can be completely installed in less 
time than a cast iron radiator can be roughed in. 


That means opportunity for you! More 


rN] - = profits, a bigger business—for Trane Heat 
y ‘ Cabinets are a sensation everywhere. 
"7 S— Get in on the ground floor. The 60-day 
, trial offer is still open. Ask about it. 
lal 2 The Trane Company 


ESTABLISHED 1885 
204 Cameron Ave., La Crosse, Wis. 


TRAN E 


NHeEAT CABINETS 


Successors to the Radiator 





A—E4 view of Trane 

Heat Cabinet 
(visible type) showing 
position of the damper. 


The Heating Element: A 
U-tube with closely spaced 
copper plates attached by 
the exclusive Trane process. 
Fully covered by patents. 


B—Front view. Cut- 

away portion in- 
dicates position of heat- 
ing element and dam- 
per in the Cabinet. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


LITTLE WHILE BACK WE HERE WERE 
making our usual study of the things we might 
do to assure you and ourselves that Your Weekly 

was, in every way, meeting the needs of its readers. We 
were in conference—funny, how we like to poke fun at 
things like the word “conference” when they actually do 
accomplish things—well, we were in conference and the 
suggestion was made that the busy man in the field might 
appreciate it if he could have his copy of “Domestic 
Engineering’ 


, 


sufficiently early so that he could read it 
over the week-end. So we studied, and schemed, and 
planned, with the result that all and sundry were notified 
that from thence forward the “dead line” for editorial 
matter would be about twenty-four hours earlier. It 
sure makes Monday in these offices a day of speed. But 
here’s one example of what happens. Last week Milt 
Marvels had a feature story in the paper. He received 
his paper on Friday and by Saturday morning—the date 
of the issue—we had in this office a letter of appreciation. 
t is our constant endeavor to have the paper in the mail 
so that for every reader possible the copy of Your 
Weekly is on hand to be read at leisure between noon 
of Saturday and Monday morning. 


OU WILL GET A CLEAR IDEA OF THE EX- 

tent of the investigations made in preparation for the 
article, “Plumbing, Heating, Ventilating—and Public 
Health,” when you remember that it was started in our 
big Annual Number and has been continued since then. 
We wind it up this week, and it has been followed with 
interest by those of us here who had nothing to do with 
its preparation. It has seemed to me from the first to 
have one special value—the fact that the information it 
contains would lend itself in good style to strengthening 
a sales talk. The modern view of salesmanship is that one 
sells, not only the product that can be seen and handled, 
but the service it will render. A railroad sells you, not a 
seat in the chair car or a berth in the Pullman, but 
transportation from one city to another. So we in our 
industry sell not only the plumbing and heating materials 
—we sell the health, the comfort, the convenience—the 
“living comfort”—which they bring with them. And 
these things have been presented in the article we are 
discussing in such a way that it should be possible to 
use them in talking with a prospect, to get the service 
you offer to render clearly in his mind. Once let the 
prospect see your service as it compares with that offered 


by others—how vital your efforts are--and your sale 


@ will be much easier. 


HE TRUTH OF THE FACT THAT CO-OPER- 

ation is playing a growing part in industry, and be- 
tween industries, is to be seen in the article we have this 
week concerning the co-operation between public utility 
companies and plumbing and heating contractors in the 
matter of the sale of gas appliances. This has long been 
subject of discussion, and in some sections a subject giv- 
ing rise to some concern, Now, with the national asso- 
ciation of both the master plumbers and the heating and 
piping contractors, holding conferences with the Ameri- 
can Gas Association, in an endeavor to work out a plan 
of co-operation which will be of mutual benefit, there 
is reason to feel that a good market is going to be 
opened wide to the industry. A recent meeting of the 
Conference Committee of the N. A. M. P., representa- 
tives of the Heating and Piping Contractors National 
Association, with representatives of the American Gas 
As a 


part of our article on this subject in this issue we have a 


Association, gives new vigor to the movement. 


paper prepared exclusively for Your Weekly by Alex- 
ander Forward, secretary-manager of the American Gas 
Association. It is hoped that the article will be of as- 


sistance in working up plans for local co-operation, 


LIKE TO READ DETECTIVE STORIES, AND 

if there is any one thing which every writer of such 
stories stresses it’s the fact that in running down a 
crime nothing may be taken for granted. Things are 
not to be taken at their surface appearance. This would 
seem to be true in running down troubles in heating 
jobs. The Round Table session this week is given over 
to an actual trouble job in which difficulties seemed to 
center around a high pressure return trap. A number of 
very interesting solutions were sent in. After discussing 
each in turn, the Chairman tells how the trouble was 
actually solved—and it was solved because he took noth- 
ing for granted but examined the installation in detail 
until he had located the difficulty. 


HIS WEEK’S ISSUE CARRIES REPORTS OF 
the Annual Meeting of the A. S. H. V. E., 
the South Dakota Master Plumbers’ Association, together 
with that part of the Illinois and Wisconsin reports 
which could not be included in last week’s issue because 


and of 


of lack of space. 


Your Ea 


* 
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ONLY A GENUINE “TOLEDO’’ TOOL 
WILL GIVE “TOLEDO” SATISFACTION 


‘“‘TOLEDOS”’ have for a quarter century been recog- 
nized as the most efficient and desirable of all pipe 
threading tools. 


During all these years they have proven their super- 
iority — giving complete satisfaction under the most 
severe and exacting operating conditions. There is no 
job too difficult for a ‘*‘TOLEDO”’ tool to handle easily 
and quickly and with less labor than other threading 
tools. 


The ‘“‘TOLEDO”’ No. 2 shown above threads 24 to 4- 
inch pipe and has no equal for a perfect threading tool 
of this capacity. Like all genuine ‘‘TOLEDOS”’ this 
trademark is stencilled in red on the box. If therefore 
you would be sure of enjoying real ‘“TOLEDO”’ service 
and satisfaction, look for the trademark and insist on 
it when buying. 


A copy of complete ‘‘TOLEDO”’ catalog will be sent 
on request. 


THE TOLEDO PIPE THREADING MACHINE CO. 


NEW YORK OFFICE: 72 LAFAYETTE ST. 


TOLEDO, OHIO 
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The Sales Pro- Sales promotion, with its 


. ; accompanying trade rela- 
motion Question tions problems, early prom- 
ises to be the high light of the convention season, now 
just two weeks old. Mr. Kohler unfolded in detail the 
plans of the industry for an enlarged Trade Extension 
Bureau program at the Illinois and Wisconsin conven- 
tions, as reported in last week’s issue, and resulting dis- 
cussions and resolutions brought out some conflicting 
viewpoints. 

There are no conflicting viewpoints, evidently, about 
the fact that there are great potential opportunities for 
developing increased business in the plumbing and heat- 
ing industry. Perhaps there are no conflicting viewpoints 
about the means to employ to develop such business. The 
kind of advertising and promotional work planned has 
done great things for other industries. Plumbing and 
heating should be no exception. But there are conflict- 
ing viewpoints about the business policies suggested as 
follow-ups to this promotional campaign. 

Advertising and promotional work, by itself, does not 
do a complete job. It paves the way, creates a desire 
and makes it easier to solicit and secure business than 
if it were not done, perhaps, but it does not make the 
actual sale. Therefore, such things as personal soliciting, 
dressing up display windows, cleaning and beautifying 
showrooms, marking fixtures with plain prices, and when 
the opportunity arises, selling them without installing 
them—these and other business policies are suggested to 
the master plumber as necessary to backing up and cash- 
ing in on the promotional campaign. 

At Illinois, the master plumbers endorsed the idea of 
having goods on display by wholesalers marked with a 
price at which the consumer could buy them and in which 
there would be a profit for the plumber. This, carried 
through, would mean endorsement of a merchandising 
policy which favors selling goods whether the sale in- 
cludes installation or not. At Wisconsin, the master 
plumbers, while concurring in the general program plan- 
ned for the Trade Extension Bureau, condemned a policy 
of merchandising without labor, believing that no goods 
should be sold except on an installed basis. The idea of 
having wholesalers mark consumers’ prices on their dis- 

lay goods was not discussed there. 
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Thus, while the aim of the whole proposed campaign 
is to promote increased business through the master 
plumber and heating contractor, the question of the right 
business methods to follow comes up for answer by the 
industry. On the one hand, there is the group which 
favors throwing the business doors wide open, emulating 
the merchandising example of the direct-to-you houses 
and, in that way, establishing firmly the place of the 
master plumber and heating contractor in the chain of 
distribution. On the other hand, there is the group which 
pictures such a policy as the first break-down of the es- 
tablished channels and which insists on the maintenance 
of the principles for which the National Association of 
Master Plumbers was organized as the only way to keep 
the master plumber in the business as anything but a 
“labor agent.” 

The difficulty of such a problem is that the industry 
is right in it, up to its neck, too close, perhaps, to view 
it with the proper perspective. But we are this far—a 
sales promotion plan is necessary and is being inaugu- 
rated. Will it be more effective, more productive of 
results only if the policies advocated at Illinois are pur- 
sued, or will it achieve its full purpose as a strengthener 
of the policies believed best at Wisconsin? Will the in- 
dustry, having gone thus far, direct the results of the 
promotional efforts through the right channels ? 


When no Bust- We an a master plumber 
the other day why he had not 
ness Helped 


been at a certain trade gather- 
ing last year. He said that he had had no time to spare, 
had not even been able to take a vacation, for he had 
never experienced a year of such poor business, and he 
simply had to stay on the job and turn every stone in 
an effort to keep’ his organization together. And then 
he said that 1926 was the best year he had ever had. 
He did more business and made more money than in any 
previous year when business was plentiful. That seems 
contradictory, but the point is that for the first time in 
a number of years he had to dig up business. Hitherto, 
he was content with what came to him, but when none 
came to him he was faced with the necessity of going out 
after it. And he got it. We could wish him and other 
men like him no better luck than to have no business. 


_ 




















Two New Jersey men standing back of a gas-fired boiler installation 


Co-operate to Sell Gaas Appliances 


Public utilities companies and plumbing and heating associations 
working out plan for common effort 


URING the national convention at Louisville, last 
D year, the Conference Committee, under the chair- 
manship of Wm. T. J. Orriss, reported that a 
meeting had been arranged during thé previous month 
between his committee and the American Gas Associa- 
tion. The main question discussed was the policy to gov- 
ern the sale of gas equipment or appliances. It was 
shown that there was a lack of co-operation between 
the master plumber and heating contractor and the gas 
companies. It was brought out that the utility company 
in many instances sold and installed gas appliances at 
a cost below that at which the contractor could operate, 
carrying the cost of the equipment on the monthly gas 
bills. The result of this conference was to clear the 
ground for further investigation as to the sales policies 
of utility companies throughout the country, and to en- 
deavor to arrive at a sound program of co-operation. 
Earlier in the year, Alexander Forward, secretary-man- 
ager of the American Gas Association, had addressed the 
annual conference of the presidents and secretaries and 
had created a great deal of interest in the possibility of 
closer co-operation between the utility company and the 
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contractor. It is hoped that local offices of utility com- 
panies and local contractors can work out a basis of co- 
operation. 

Just recently the following letter was sent out by the 
Conference Committee, of which Mr. Orriss is again chair- 
man. It was addressed to the secretaries of state as- 
sociations: 

“At a recent conference held between the Conference 
Committee of the National Association of Master Plumb- 
ers, representatives of the American Gas Association and 
representatives of the Heating and Piping Contractors 
National Association, it developed that the gas companies 
of the country are preparing a merchandising campaign 
of gas equipment. 

“While the master plumber in general is not interested 
in gas-fired heating equipment, he is interested in all 
other types of gas equipment. In times past, criticism 
of the sales policies of various gas companies has arisen. 

“Therefore these conferences are being held to formu- 
late a policy of co-operation for the betterment of busi 
ness relations between gas companies and master plum) 
ers and other interested parties. 
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“It is the suggestion of the national Conference Com- 
mittee, and same has the approval of the national office, 
that you, as state secretary, notify each local association 
to appoint committees to forward this move toward co- 
operation. 
“The American Gas Association has already sent out 
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notice to_its members of this movement and we believe 
that great results will be derived from such local con- 
ferences. 

“Advise this committee as to whether you are already 
working out a plan and also let us know the results of 
this movement in your locality.” 
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Enjoy the new freedom 
of house heating by gas 


IXTY years ago, gas service here in Stamford 
S cost $4.50 per Thousand Cubic Feet, plus a 
meter rent charge of 50c. Many people de- 
clared it would never be anything but a rich man’s 
fad. Today you see an almost universal use of gas 
for everything. 

Sixty years ago, many people in Stamford used 
wood for heating their homes.. Later coal was u 
and today the house owner who wishes to enjoy 
freedom from all care and worry installs a heating 
system using the City gas for fuel. 

e cost of heating your home with gas is 
naturally greater than the first cost cf the coal you 
have used in the past. 

(COUNT THE COSTS OF COAL HEATING). 
But. in comparing this operating cost with coal 
don't fool yourself. The actual operating cost of 
vour coal furnace includes the cost of the fuel used, 
kindlings, disposing of ashes, cleaning of the fur 
nace and chimney, and repairs to the furnace. 

Add to this some estimate of the value of the 
time yourself and wife must spend in building and 

ilding fires, shoveling coal and ashes, sweep- 
ing and cleaning the basement around the furnace, 
and extra mopping and cleaning throughout the 
house. 

Besides this, you have the damage done to your 
home furnishings and decorations by the dust-laden 
air inf vour coal heated home. This is a very real 
item of actual cash expense. You have it whether 
vou count it or not. 

You will find when you appraise these expenses, 
































GAS BOILERS ARE MADE TO FILL EVERY HEATING REQUIRE 
MENT from SMALL HOUSES TO LARCE OFFICE BUILDINGS 


that your total actual cost of gas for heating is 
about the same as the total cost of heating by coal. 

But the advantages of comfort, convenience, 
cleanliness, steady dependable warmth and health- 
fulness far outweigh all other considerations. That 
is why gas warmth is destined to replace other fuels 





A number of our customers hie 
already investigated heating 
with gas with the result that 
next winter our heating service 
will be supplied to the following: 

16 Residences 

2 Commercial Buildings 

1 Apartment House | 
1 Hotel 











in homes,—why thousands of homes all over the 
country are already being heated successfully with 


as 
7 (FUEL VIA PIPE LINE) 
Think of an automatic gas boiler in your cellar 
supplied with fuel via pipe line from our gas holders, 
always ready and coming to you only in the exact 


quantity demanded by room temperature, — and 
paid for after it is used not before 

Think of a complete heating service requiring 
practically no attention from the owner, doing 
away with the storage of liquid and solid fuels, 
eliminating tiresome trips down’ cellar stairs 
That's the new freedom that gas honse-heating of 
fers you. Truly a revelation in comfort, cleanliness 
and convenience! 

(CLEANEST—MOST EFFICIENT) 

“or gas—now the most advanced step in the 
field of house-heating — is the cleanest and most 
efficient of all fuelr 

And the new gas Boiler specially designed for 
gas is the modern way to warm the home 

It is bright, clean and attractive, covered with a 
handsome, heavily insulated jacket of specially pre 
pared asbestos and protected by aluminum 

It actually adds another liveable floor to the 
home. For now the basement can be brightened up 
and made a usable part of the house. 

And every protection against careless operation 
is built into this modern heating equipment Yet, in 
optration it is simple, dependable, durable and more 
efficient than any other type of heating 

No-alterations are necessary The tas boiler 
connects directly to the system you have installed 
and operates as a steam, hot water, vapor or warm 
air heating plant 

Consult your regular heating contractor for in- 
formation or stop in and look at the gas fired boiler 
when you are néar our office 


THE STAMFORD GAS and ELECTRIC CO 





Let Our Gas Holder 
be your Fuel Bin 


Cooperating with the following Heating Contractors 


The super convenience of gas John J. O'Brien 43 Willow Street John H. Smith 35 Summer Street Charles L. Thompson 971 Main Street 
heating has banished coal Max Davidoff 60 Pacific Street Feeks & Rutz 35 Atlantic Street Robert W. Raymond 213 Main Stregt 
shovels, ash cans and canvas Edward A. Gonnoud 203 Henry Street Thomas F. Murray 128 Seaside Avenue Richards & Jessup 27 Summer Street 
gloves from many s home. Get Connors & Rohacik 50 Bell Street J. F. Richards 41 Gay Street The James Wilson Co 43 Hoyt Street 
es John F, McNamara & Co, 458 Atlantic Street Charles Nevay 10 High Street Frank J. Daley 603 Main Street 
re only kind pth pte 7 Stark Bros. 49 Park Row G. D. L. Raymond 680 Main Street George A. Powers 91 Lockwood Avenue 
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A reproduction of the type of co-operative advertising of gas equipment being used in various cities 
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MAJOR FORWARD SUBMITS PLAN 

N ORDER to aid what seems to be a sound and pro- 
I gressive movement, “Domestic Engineering’’ asked 
Major Forward, secretary-manager of the American Gas 
Association, to prepare a brief paper for publication in 
its columns, outlining the possibilities of this co-operation 
between the local utility company and the plumbing and 
heating contractor. His paper, written exclusively for 
‘Domestic Engineering,’ follows: 

‘Modern American life, whether in the home, apart- 
ment or hotel, is served by many others beside the classic 
‘butcher, baker and candlestick-maker.’ Among the more 
important and essential services, our present civilization 
demands are light, water, sanitation and fuel for meal 
preparation and water heating. Along with these one- 
time luxuries, and present day necessities, is included re- 
frigeration, displacing our old friend the iceman. 

“The modern public utility company or municipal plant 
furnishes many or all of these essential needs, but other 
agencies make the actual connections and physical tie-in 
between the service of supply and the point of utilization. 

“The man who does the greater part of this work— 
with the general exception of electric wiring—represents 
a profession that goes back into the dim past of guilds 
and apprentices. He is part and parcel of modern utility 
service, has a splendid record of increasing public health 
and lengthening life by promoting up-to-date sanitation, 
the attractive bath used daily, and a convenient supply of 
water for all purposes. The pump and the well, the 
outside toilet, and dependence on individual room heaters 
and the Saturday night portable bath tub are things of 
the past, largely due io his tireless energy. He is the 
friend and right-hand man of public utility service. 


THE PUBLIC UTILITY COMPANY 


6¢ HE MODERN gas company is generally owned by 
many people, often its customers, and the duty 
it owes to its stockholders, as well as the rules of the 
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regulatory body having jurisdiction, require that maximum 
possible gas sales be secured. The object of the gas com- 
pany is to sell gas, whether through appliances it seils 
or those secured from local hardware stores, or plumbers’ 
establishments—always to sel! gas. But in the interests 
of safety, good business and the continued service the 
gas company must render, and because the dealer—who- 
ever he may be—and the consumer, must live amicably 
together in the same territory, none but the best, safest 
and most efficient appliances should be sold and installed. 

“A very practical step in this direction has been the 
establishment by the manufactured gas industry, of a 
laboratory managed and advised by committees represent- 
ing not only gas companies and appliance manufacturers 
but the U. S. Bureaus of Standards and Mines, the U, S. 
Public Health Service, as well as the National Association 
of Master Plumbers. History is being made in the stand- 
ard specifications that are being prepared and the high 
standards of safety, quality and performance that are 
being developed and required. 

“Before long the present lists of tested and approved 
gas ranges will be greatly augmented by the addition of 
safe and satisfactory room heaters and water heaters, so 
that ultimately all gas companies, dealers and plumbing 
and heating contractors will be able readily to select 
the best from any classification. Each appliance will be 
suitably marked and easily identified as conforming to the 
required standards. 

The wide-awake gas man numbers among his closest 
business friends the local plumbing and heating con- 
tractors, for they have too much in common to permit 
anything but the best of relations. Consider for a moment 
the question of water heating. The manufacturers have 
provided equipment for every need, whether it be a small 
circulating heater, an automatic storage or an automatic 
instantaneous system. The local gas company has an 
intimate and detailed knowledge of its own distribution 


(Continued on Page 69) 






































One type of house which is good prospect for gas heating equipment 
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Plumbing, Heating, Ventilating 
—and Public Health 


This is a continuation from January 15th issue —further 
data on how our industry “protects the health of the nation’ 


tude. An outbreak of this disease is a reproach to 

the sanitation of any city. It is fourth in fatalities 
of all diseases. In 1898 we had an enrollment of 107,000 
soldiers in the Spanish-American War, 20,000 of whom 
had typhoid fever. The water supply was infected. 

Typhoid enters by the mouth and passes out by the 
bowels and urine. After filtration we get a normal course 
which is not so virulent and has no spores hence is easily 
killed in a few hours. They are not trans- 
mitted by dust. Heating at 60 deg. C. for 
twenty minutes kills typhoid germs; freezing 
does not kill them. They do not multiply in 
water but usually die in seven days, sometimes 
in forty-eight hours. Their normal habitat is 
in the alimentary canal of man and they usually 
die soon in almost any other medium. 

Fifty cents a year per person is about what 
the government now spends to keep the popu- 
lation of ‘the United States healthy. 

Speaking at a meeting of the American Public 
Health Association, Dr. Louis I. Dublin, life in- 
surance expert, said that by fncreasing the 
allowance from 50 cents to $2.50, it would be 
possible to add from five to seven years to the 
length of life of the average man. 

The same authority also stated: ‘Thirty 
thousand men and women between the ages of 
25 and 29 die every year from preventable 
causes. I estimate at six billion dollars’ the 
value of lives which can be saved annually. 

It’s a mere matter of money, you see. Spend 
more in plumbing, heating and ventilating and 
the nation immediately gains in happiness, pros- 
perity, wealth. The movement toward improved 
health is making tremendous strides. Prof. 
Irving Fisher of Yale predicts an average span 
of life of 80 years by the end of this century. 

According to medical authorities, typhoid 
fever is being brought under control throughout 
the country. A few years ago it was ten times 
the problem it is now. 

The fact that typhoid fever is being brought 
under control is sometimes given as an excuse 
for the less aggressive character of sanitation in 
some parts of the country. However, it is the 
duty of American sanitarians to reach out into 
every part of the world, not only as a means of 
protection for this country but from humanita- 
rian and business motives as well. 

European and Asiatic countries are virtually 
next door neighbors when it comes to the matter 
of transmitting across the 
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Illustrations loaned through courtesy of Depart- 
ment of Health, Chicago. 
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DEATH RATES FROM TYPHOID FEVER PER 
100,000 POPULATION 
MORE THAN 500,000 POPULATION. 
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oceans. During the famine period following the great 
war, and in the famine areas in Russia, the death and 
disease rates were on a par with conditions in the Middle 
Ages in Europe. In her struggles against violent epi- 
demic diseases, Russia has won few battles and made no 
conquests. _Coming down to more recent times, the report 
of the recent expedition that went into Russia estimates 
that between 1918 and 1923, 30,000,000 people had 


typhus fever, 15,000,000 had relapsing fever and the 
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number having typhoid fever each year ranges from 
100,000 to 300,000. Cholera visits that country every 
year. 

Our water supply history is filled with epidemics of 
typhoid fever and other water-borne diseases, many of 
which could have been easily avoided. To the person of 
average intelligence it seems almost unbelievable that 
people would subject themselves and others to disease 
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works are not properly standardized,” Dr. Craster ex- 
plains. Thousands of instances of this kind are on rec- 
ord but among those of a more noteworthy character Dr. 
Craster cites the epidemic of the city of London in 1854 
when it was shown that 700 deaths were caused by the 
pollution of water in the wells. The sides of the wells 
were defective and sewage entered into them from an 
adjoining drain, resulting in 700 deaths from cholera. 
In Hamburg in 1892 there were 17,000 cases 
of cholera, 8,605 deaths from water which had 
been contaminated by sewage. 

“The supervision of plumbing,’ says Dr. 
Craster, “has long been one of the most impor- 
tant methods of protecting public health.’’ 

The proper ventilation of fixtures and the 
use of proper styles of traps is not often clear 
to those who have not studied plumbing and 
for this reason the person who attempts to 
know plumbing without a knowledge of the 
physics of plumbing is a menace not only to 
himself and neighbors but to the world at large. 


REFORESTATION 
M. BAKRER, state sanitary engineer, Madi- 
— son, Wis., says: “Great forests covered 
our land a few years ago but have been cut down 
and sawed into lumber or, through chemical 
processes, converted into paper or other wood 
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when they have been forewarned. Yet this has happened 
and is happening today in many communities on account 
of the failure of these communities to adequately protect 
their public water supplies. 

Numerous instances may be cited where in recent 
years cities, towns and water companies have been sued 
by individuals for faiiure to provide a pure water. In 
many cases, damages in large sums of money 
have been awarded for sickness or death caused 
by water-borne disease. 

The economy of having a good water supply 
may also be demonstrated by the remarkable 
immediate reduction in typhoid fever rate in 
many of our large cities, immediately upon the 
substitution of a pure for a polluted water 
supply. Not only is this true, but it has been 
observed that where an improved water supply 
has reduced the typhoid fever death rate of a 
community, there has been a greater reduction 
in the general death rate than can be accounted 
for by typhoid fever alone. 

Dr. Charles E. Craster, health officer of New- 
ark, N. J., said recently, ‘““‘Where no plumbing 
code has been established, damaging abuses in 
plumbing installations have been found. 
Ignorant and incompetent workmen have used 
improper and defective supplies in putting in 
drainage and water systems and many depart- 
ments of health can easily show a chamber of 
horrors where dangerous conditions have been 
found under these circumstances. 

“Such instances are innumerable. Such conditions can 
be found where the drainage pipes were defective and 
the sewage was found leaking down upon the flour in a 
bakery. There is no greater disaster to be feared by 
cities than the outbreak of epidemics, brought about by 
the contamination of water by sewage and this possibil- 
ity is always present when plumbing and engineering 


products for the benefit of man. In this process 
of deforestation little or no consideration has 
been given to leaving conditions so that nature 
could recover from the devastation. Slashings have been 
left to dry and form a regular tinder for the careless 
match or campfire resulting in conflagrations sweeping the 
areas after the large timber has been cut, thus killing all 
vegetation and preventing the growing of other trees to 
replace those cut down. Deforestation has probably been 
a greater factor in changing the character of our streams 
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than all the pollution entering them, and it can be avoided 
by the use of ordinary precaution. 

“Great centers of population resulting in congestion 
and the discharge of large volumes of human wastes into 
streams have been the greatest factor in the transmis 
sion of diseases, not only those water-borne, but all com 


municable diseases. Agricultural developments have 
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caused changed landscapes, added to the pollution of our 
streams and materially changed their character. 

“In studying the effect of pollution, one must consider 
the uses made of streams since this not only influences 
what may be considered objectionable pollution but cer- 
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tain uses are incompatible. The common uses of a stream 
may be listed as follows: (1) human consumption as for 
drinking; (2) production of food as 
for watering stock, irrigation and 
propagation of fish; (3) disposal of 
wastes such as industrial wastes and 


municipal sewage; (4) production of 


power; (5) transportation; (6) re- 
creation, including fishing, particu- 


larly for game fish. 

“All of these uses will more or less 
interfere with the use of a water for 
drinking purposes. In fact, it may be 
considered that no surface water sup- 
ply is satisfactory for domestic pur- 
poses unless purified both by filtration 
and sterilization. 

‘Domestic sewage constitutes the 
greatest menace to the public health 
because of the disease germs that it 
always carries. The organic sub- 
stances, however, are material factors 
in reducing the dissolved oxygen so 
that a stream may be unable to re- 
cover as rapidly from its pollution as 
it would normally.” 

C. M. Baker, in an article in ‘‘The 
Nation’s Health,’’ states that probably 
the earliest comprehensive legislation 
on stream pollution in America was 
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in Massachusetts, where in 1872 legislation was enacted 
requiring the State Board of Health to investigate the 
subject of sewerage, including sewage disposal and stream 
pollution. There followed an investigation of and report 
upon the condition in 1866 legislation 
was enacted requiring the city of Worcester to treat its 
sewage. In 1888 comprehensive experiments were started 
under the direction of the State Board of Health at 
Lawrence. These experiments are still being continued 
and have furnished the basis for practically all modern 
methods of sewage treatment and, in fact, they consti- 
tuted the first comprehensive scientific work done. From 
this time the development in the process of sewage treat- 
ment has been rapid, probably due largely to the definite 
establishment of the relationship between such pollution 
and water-borne diseases. The question of the treatment 
of industrial wastes, however, has not kept pace with 
that of the treatment of domestic sewage. In fact, the 
problem of industrial waste disposal has been little con- 
sidered until in recent years. 

A careful study of judicial decisions as chronicled in 
Public Health Bulletin No. 67, on stream pollution by S. D. 
Montgomery and Prof. Earl B. Phelps and published by 
the United States Public Health Society, with other avail- 
able data, may be briefly summarized as follows: 

(1) Each riparian owner has a dual interest in the 
stream and is entitled to have it flow through or past his 
lands unimpaired in quality or quantity except for reason- 
able use by owners above. 

(2) Natural use as for domestic purposes or watering 
cattle has generally been favored by the courts over arti- 
ficial or use by industries, discharging of waste by indus- 
tries being considered unnatural use of the stream. Ex- 
cessive or immoderate use, even for natural purposes, be- 
comes unreasonable and illegal. 

(3) Public benefit or the fact that a riparian owner 
can protect himself at reasonable cost does not reduce this 
liability. 

(4) Municipalities have no greater rights than indi- 
viduals in polluting streams. 


of streams, and 


(Continued on Page 73) 
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The Round ‘lable 


answers from our Round Table members on the heat- 

ing problem in the December 11, 1926, issue of ‘“Do- 
mestic Engineering.’”” This was indeed an interesting 
problem, and we are glad that so many solutions have 
been sent in. 

High pressure return traps have always been a problem 
to many of our heating men, perhaps because they did not 
understand the connections to and from the trap. 

Fig. 1 shows a plan view of the boiler pump, receiving 
tank and high pressure return trap. Fig. 2 shows the 
piping layout to and from the trap, and to the bottom of 
the boiler. 

E. V. Myers of Norwalk, Ohio, sent in Fig. 3, and, in his 
opinion, the reason the trap did not operate properly and 
did not discharge the guaranteed quantity of water per 
hour was because the connections were made to the bot- 
tom of the boiler. He suggests that the discharge line A 
in Fig. 3 should have been connected into the head of the 


|: this session of the Round Table we shall discuss the 
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Fig. 2.—Piping layout of high pressure return traps and 
boiler 


boiler as shown, because the discharge of the water to the 
boiler will encounter less resistance in this manner than 
if it were discharged to the bottom of the boiler as indi- 
cated on Fig. 2. 

He states also that, owing to the fact that we have not 
only the steam pressure, but also the weight of water in 
the boiler to discharge against, the method shown in Fig. 
3 is preferable, and it has proved more satisfactory in his 
experience with high pressure return traps. These are 
very good points, and they should have the utmost con- 
sideration when high pressure traps are installed. 

James B. Miller, Milwaukee, Wisc., states in his letter 

that he thinks the reason the trap did not operate satis- 
factorily was because of the friction in the discharge pipe 
and the check valve, and he suggests that a 5-degree 
check valve be installed at M, Fig. 4, which he feels will 
open much easier than a 45-degree check valve as shown 
in Fig. 2. 

Your chairman feels that it does not make much differ- 
ence whether a 5-degree, a 45-degree or a 2214-degree 
check valve is used, because the boiler pressure and the 
weight of the water is against the check valve, regardless 
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Fig. 1.—Plan of boiler, pumps, receiving tank, and high 
pressure return traps 
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of the angle of the flapper of the check valve. When the 
trap discharges the check valve flapper M has to be lifted 
against the pressure and the head of water in the boiler, 
and it makes very little difference whether we lift a 5- 
degree check or 45-degree, if the pressures are equal on 
both sides, and we depend on the flow of the water to lift 
the check. 

Fig. 5, sent in by G. John Fitzgerald, Ann Arbor, Mich., 
shows how he would install the high pressure trap. In 
his letter he states that he would get into the overalls 
(as if anyone could do anything without overalls; I 
can’t). He then would light his old pipe (is he figuring 
on pipe dreams?), look wise and say but little. That will 
not do, it will not fix the job. He then says that 
the trap should have a higher “‘perch,’”’ say 10 ft. in the 
air (that is if you have the room). He would vent the 
trap (it is vented already) and place two 45-degree elbows 
on line K as shown in Fig. 5, and place the swing check 
valve between the elbows as shown. He also suggests 
the use of a long bend going into thé boiler as shown 
at A, Fig. 5. He feels that 4 ft. of head is not sufficient 
because of the friction encountered. 

These suggestions are good, but the 4-ft. head is all 
we could get, as the trap was up against the roof joist, 
so in order to get more a house would have to be built 
on top of the boiler house roof, and to this the owner 
objected. No, sir, without moving the high pressure 
trap we accomplished results. Just wait and see how it 
was done, 

Fig. 6 was sent in by “W. M. B.,”’ Allentown, Pa. In 
his letter ““W. M. B.” suggests that we increase the height 
from the water line to the bottom of the trap to 6 ft., and 
use 4-inch discharge piping into the boiler. He would also 
bend the pipe leading from the trap to the boiler in place 
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of using elbows in order to avoid friction. He states fur- 
ther that the equalizing line should be 2 inches from 
poiler to trap. 

This is very good, ‘“‘W. M. B.,’’ but we have not suf- 
ficient head room as explained before. It would be next 
to impossible to get a 4-inch flange on the boiler, without 


2° EQUALIZER 





























riveting a new flange on the shell. The bent pipe is a good 
point. This will eliminate some friction, but the trouble 
was located, and the trap made to operate satisfactorily 
without changing the connections or increasing the height 
of the trap above the water line in the boiler. 

Figs. 7, 8, 9,10 are sent in by our faithful Round Table 
member Frank Gallagher, Jamestown, N. D. In his letter 
Mr. Gallagher explains that the correct way, in his esti- 
mation, is to feed the condensation from a heating system 
by means of a steam pump. The next best plan, he ex- 
plains, is to use a vacuum pump, and discharge into a 
receiving tank, as illustrated in Fig. 7, and from this re- 
ceiving tank into the h. p. trap. This is quite expensive and 
too complicated. 

Fig. 8 shows the installation of a receiving tank ahead 
of the trap, which Mr. Gallagher thinks is necessary to 
store the water while the trap is discharging. This is a 
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good point, but the tank is provided ahead of the pump 
at E. See Fig. 1. A small tank is of no use and a large 
tank is too expensive. Furthermore, head room is re- 
quired, and often this head room is not available. With 
the receiving tank ahead of the pump, it is true that the 
pump will run idle for a few minutes, but this is not seri- 
ous with a centrifugal pump, such as was used and shown 
in Fig. 1, 

Mr. Gallagher puts the check valve M in wrong. The 
check must be turned to open when the trap discharges. 
Fig. 8 without a pump is really a simple installation, 
if head room can be provided, and this figure should be 
studied carefully by the Round Table members, because 
it may be used to advantage in some future cases. 

Fig. 9 shows the corrections Mr. Gallagher would make 
on the installation to make it operate satisfactorily. He 
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suggests that the equalizing line should be 1 inch and that 
i vent from the trap to the atmosphere should be installed. 
Between the pump and the h. p. trap he would install 
a receiving tank vented to the atmosphere, and increase 
the height between the water line of the boiler and the 
h. p. trap to 10 ft. 

This is very good, but the vent on the high pressure 
trap is provided in all cases, so as to take care of the steam 
discharge from the trap after it has dumped. The in- 
creased height, no doubt, will help in all cases where 
sufficient room is available. In this case we had no room 
to raise the h. p. trap. 

Fig. 10 shows the heating lines, a lifting device and the 
h. p. return trap to boiler. I don’t quite understand this 
layout, and do not know what Mr. Gallagher is trying to 
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accomplish without an equalizing pipe to the h. p. trap. 
Will you kindly enlighten us on Fig. 10? Readers are 
also requested to send in their comments on Fig. 10. 

Now for a real detective story on this job. We might 
go into the motives and the clues and the cunning ways 
of the heating detective in hunting down the criminal ele- 
ment in this heating trouble. It would doubtless make 
interesting reading, but space is valuable. 

When your chairman was called on the job we listened 
patiently to the long tale of woe from the heating con- 
tractor. Evidently he and the men from the factory had 
done all they could. They had made many changes. 
Really there was nothing wrong with the installation 
except that the traps filled in double quick time but dis- 
charged slowly. The discharge pipe being 3 inches was 
surely large enough, and so was the ‘2-inch equalizing 
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line. The check valves were installed correctly and op- 
erating. It was only the capacity that was at fault. Every- 


thing else passed inspection. 
Evidently the men that were called on the job had made 
a thorough search for obstructions except in the line K, 
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Fig. 11, which goes through the brick work and enters the 
boiler shell at A, Fig. 11, so it was thought that the 
trouble must be in this line. Looking at the name plate 
on the front of the boiler, it was noted that it was made 
hy a well known concern. The specifications of this firm, 
it was remembered, called for a 2-in, feed connection to 
the boiler. This provided a clue to work on. We ordered 
the rear cleanout door opened and, looking into this door, 
we could clearly see the connection to the boiler as indi- 
cated at A, Fig. 11. This convinced us that we were cor- 
rect and that the flange on the boiler was tapped 2 in. 
This fact accounted for the slow dumping of the high 
pressure return trap, because it required a 3-in. opening. 

The engineer who erected the boiler had installed a 3-in. 
pipe with a valve on the outside of the brick wall, when 
the boiler was bricked in, because the trap was delayed in 
shipment. The hole in the boiler flange being only 2 in., 
the steamfitter promptly put on a 2x3-in. reducing elbow 
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and ran a 3-in. pipe to the outside of the boiler wall. The 
steamfitters as well as the erecting engineer installing 
the trap assumed that the 3-in. pipe connected full size 
into the boiler. This, however, was not the case, and 
trouble started as soon as the boiler was fired up and the 
high pressure return trap placed in operation. We closed 
the boiler down and put on a 3-in. flange and changed the 
connections over Saturday night and Sunday, and when 
we started Monday morning no further trouble developed. 
The trap discharged all the water from the receiving 
tank promptly. 

This job again shows that we too often take something 
for granted that looks to us self evident. Everyone that 
looked at the 3-in. pipe connection outside of the boiler 
wall assumed that it was the same size all the way into 
the boiler, which was not the case as shown in Fig. 11. 

It again teaches us the lesson we should not forget, 
namely: Never take anything for granted. 

Our next problem will be even more interesting. It is 
another job that did not work and which defied the joint 
efforts of a number of men. It is simple to solve, if you 
remember the above slogan. 

We will now entertain a motion to adjourn. It is hoped 
that the Round Table members will keep in mind past 
experiences in solving these trouble problems and will 
make a special effort to solve those that will be published 
in future issues of ‘‘Domestic Engineering.”’ 





POLLUTION OF CITY AIR 

City air is polluted in various ways, states the Bureau 
of Mines, Department of Commerce, in a recently issued 
bulletin. These are: 

1. By soot from coal burned in industrial operations, 
large heating plants and domestic stoves and furnaces. 
This soot is the chief source of harm and annoyance. It 
is a mixture of varying proportions of carbon, tarry prod- 
ucts of coal distillation, sulphur acids and ash. Inhaled 
with the air, it lodges in the throat and nasal passages 
and the finer particles get into the lungs. The tar and 
sulphur acids make it an active irritant and predispose the 
breather to throat trouble and pneumonia. Soot soils and 
damages clothing, curtains and woodwork and injures veg- 
etation. Smoke from high-pressure boiler plants tends to 
be high in ash and contains little tarry matter. Smoke 
from low-pressure plants and from domestic stoves and 
furnaces is higher in tar acids and oily products of com- 
bustion and is more detrimental to health, property and 
vegetation. 

2. By gases from coal fires, from manufacturing plants 
and from the decay of organic matter. Among these gases 
are sulphur dioxide, sulphuric acid, hydrogen sulphide, 
ammonia, chlorine, nitrogen acids and carbon dioxide. Of 
these only sulphur dioxide, produced by the burning of 
coal, and sulphuric acid, formed from the sulphur dioxide 
by the action of air and water vapor, are usually present 
in more than negligible quantities. Both are poisonous 
and corrosive. In some places in the West there has been 
considerable litigation between farmers and ore-smelting 
plants as a result of damage to crops and livestock by 
sulphur dioxide from the plants. 

3. By dust not from fuel. This includes considerable 
quantities of fine dust from industrial and building opera- 
tions, paving dust from traffic, pollen, spores, decayed or- 
ganic matter and soil. Such dust is, as a rule, less harm- 
ful to health and property. In Chicago the proportion of 
nonfuel dusts in the atmosphere is about 41 per cent. 





The new junior high school building to be erected at 
Sandusky, Ohio, will contain a swimming pool. 














A scene in the 
laboratory 





The quality of 






































the brass de- 
pends upon the 
laboratory ¢x- 
perts 
This is one of a series of picture stories on 
the Manufacture, Use and Handling of 
EEN 
NS N/m 
r y g = Te 
BORING TEST BARS —= 

years, to use the skins of beasts for water carriers. One 


are drilled in each test bar shown and the shavings 
from the drillings are tested chemically. 
Below are shown two faucets which were used many 


\ BOVE is seen the laboratory of a faucet plant. Holes 
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world. 


They are still used in some parts of the 
It was common practice, for many thousands of 
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of the faucet arrangements pictured below is an addition 
to the water skin method of storage. When water was 
required, the pipe was let down from its hook on the wall. 
The other type of faucet shown is merely a primitive gate 





valve, but in spite of its unavoidable waste, this was used 
in certain oriental countries for many centuries. 
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Get up ina warm house 


O TOP off a good night’s sleep in a well- 
ventilated room, and to avoid the chill of 
getting up to a cold house, you want all 

hut the sleeping rooms to be warm. Modern auto- 
matic heat control devices, operating much as your 
alarm clock does, will open your fire in the morn- 
ing so that when you get up the house wiil be per- 


| KEEPS YOU | 


FIT fectly comfortable. 

Drop in and let us explain how these control 
devices work. They can be installed without inter- 
rupting the operation of your heating plant. Or 





Ask for a 
free copy of 
‘The Story 
of the Bath.” 
Fascinating 
reading. Not (In this space your Name, 
advertising a i 
Interesting I elephone, and 
to every Address ) 
member of 
the family 


we'll send some one, if you will phone. 








1927—A Merchandising Year 


EADERS of the industry are stressing the fact that 1927 is a year 
for merchandising. They point to it as a year in which great op- 
portunities exist for the creation of business which may be had on a 
non-competitive basis. For securing such business in your community 
we produce each week the Advertising Editorial, merchandising an item 
of merchandise which is timely. Illustrations for twelve consecutive ad- 


vertisements may be had at the small cost of $4.20. All you have to do 
each week is take the copy from this page and hand it, with the 
illustration cut, to your newspaper. Easy, isn’t it? 

Send in your order today and start now to develop the potential busi- 


ness of your community—the business which will be yours at your own 


price. 
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ALES LETTER 
One a Week—No. 92 





In your prospect list you will have a num- 
ber of names of home owners who ought to 
have modern heat control devices. Send 


them the following letter. 


jon BROWN 
Plumbing : Heating 
Two Rivers, N. Y., 
February 5, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam: 

Are the rooms of your house—other than 
the sleeping rooms—-warm when the family 
arises in the morning? While it is well to 
have the sleeping rooms well ventilated, it is 
safest to avoid having the whole house 
chilled. 

To have the temperature of the living rooms 
and the bath room comfortable in the morn- 
ing, a number of types of automatic heat con- 
trol devices have been created. With these 
devices, which operate much as your alarm 
clock does, you set the temperature at which 
you want the house in the morning. At the 
proper time the drafts are opened, or the gas 
or oil supply increased, so that when you 
arise you find the rooms just as you desire 
them. 

Drop in and let us explain the working of 
these devices. They can be installed without 
interrupting the operation of your heating 
plant—and they can be. installed on every 
type of heating plant. 

If it is not convenient. for you to come in 
and see us, just telephone. We'll be glad to 
send a competent man to advise you. 

Yours very truly, 
JOHN BROWN. 


Cee 


Adlet 


ONE A WEEK—No. 113 


F YOU feel that you cannot afford the space 
I required by the Advertising Editorial, then 
make use of the Adlet. It is small. The cost of 
the space it occupies will not be great—in fact, 
you could probably run it every day in the week 
without great cost. It is carefully merchandised 
around the same products as the Advertising 
Editorial. Use the one below. Copy it and hand 
it to your local newspaper. 








A Warm House 


A warm house in the morning is more 
| than a comfort—it’s a necessity if you 
| would avoid the danger of getting up 

to a cold house. Let us tell you about 
| our automatic heat control devices. 
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NN your community there are scores of pros- 
pects for the KENNEY Snap- Action 
Thermo-Valve! Scores of profit-making 
opportunities for you. We offer you this little 
valve of such big possibilities only after years 
of study and development and improvement of 
hot-water supply systems and thermostatic 
controls! 











res es 
THERMO VALVE 


“SNAP-ACTION” 


The KENNEY valve eliminates even the slightest detail 
of worry or bother. It is entirely automatic in operation. 
A small yellow flame pilot light remains burning when 
the water has reached the proper temperature. Auto- 
matically the KENNEY snaps on or snaps off. And 
instantaneously you can count your new business the 
minute you stock the KENNEY thermostatic valve. 





Plumbers--Jobbers--Manufacturers! 


Write for full details about this 
wonder profit-maker —NOW ! 











FLANNERY MFG. CO 


FLANNERY BLDG. PITTSBURGH, PA. 
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They will outlast 
the pipe itself 


When your pipe line is gone from old age, the EXCEL Unions on 
it will be as good as the day they were installed. They’re made to 
do a real job from the time you make them up ’til the building 
comes down. 


They're made of the best air-refined malleable iron money can buy 


— by skilled workmen in a plant that makes nothing but unions. 
EXCEL Unions aren’t a sideline—they’re our sole product, and 
we make them as good as unions can possibly be made. 


Ask your jobber. 


PROVIDENCE FITTINGS CO. ’ 7 Water St. , Boston, Mass. 


New York Office: 210 E. 45th Street 


EXCEL UNIONS 
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Constructive Resolutions Passed by Illinois 


Continuation from last week of report of 
the annual convention held in Springfield 


J. W. Cannon of Chicago, chairman of the resolutions 
committee, reported several resolutions with recommenda- 
tions that they be endorsed by the convention. In each 
case, the recommendation of the committee was approved. 


ADOPT RECOMMENDATIONS TO NATIONAL 
ASSOCIATION 

T WAS decided to recommend to the National Associa- 
] tion of Master Plumbers, at the national convention in 
June, two amendments to the constitution and by-laws 
The first amendment provides that the board of directors 
of the national association be empowered to select the site 
for national conventions. That authority has heretofore 
been vested in the delegates to the national convention. 
The reason assigned is to give the board greater freedom 
in its negotiations. The second amendment provides for a 
ten dollar registration fee for all those in attendance at 
national conventions. The derived from such 


money 








Top picture from left to right: J. E, Fitzgerald, Lake Forest; 

J. T. MeGrath, Libertyville; Henry Stringer, Lake Forest.— 

Bottom picture, left to right: Clarence Bolton, secretary Mli- 

nois Master Plumbers’ Association; W. A. Burke and H. Lever, 
both of Lombard, II, 


registration fees is to be applied on the entertainment 
fund. This plan would be designed to avoid solicitation of 
funds. 

This resolution points out that it has been a practice for 
many years for the local associations in which the national 
conventions are held, to raise funds for entertaining visit- 
ing delegates from manufacturers and plumbing and heat- 
ing supply houses in their respective localities. This cus- 
tom is held to be undignified and detrimental to the best 
interests of the national association, and the belief is ex- 
pressed that the expense of entertaining the national con- 
ventions should be borne by the members of the National 
Association who attend. It was urged that at future an- 
nual conventions, a registration fee of $10 be paid by each 
delegate or member in attendance, the fund thus raised 
to go toward the entertainment expenses of the conven- 


tion, 
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It was resolved to compose a letter to the officers of the 
national association asking why no man has been em- 
ployed to follow up the ‘““Make a Wholesaler a Whole- 
saler’’ resolution. At the Louisville national meeting, the 
Illinois delegation introduced a resolution, which was 
adopted, authorizing the president to appoint such a rep- 
resentative. According to the report of Seward Best of 
Quincy, delegate-at-large to the national convention last 
year, the appointment has not yet been made. 

In discussing this motion, National Director Lang said 
that ordinarily Illinois would have no right to name a con- 
ference committee, since the national association has such 
a committee. However, he felt that the national board, at 
its St. Louis meeting, by over the resolution 
adopted at Louisville, and which was proposed by Illinois, 
to have a man employed to follow up the wholesaler reso- 
lution, had made such an action by the Illinois convention 
necessary. This national conference committee of three, 
so far, had not held any meeting, he said. 


passing 


URGE STUDY OF INSULATION 
HE growing importance of insulation in the heating 
"ll Gee was recognized by a resolution asking the board 
of directors to support heating research, and to appoint a 
committee of five to meet with insulation manufacturers. 
From this meeting, agreement is to be reached on a form- 
ula of heat losses, a necessary step because of the neces- 
sity of figuring radiation accurately in insulated homes 
and buildings. 

H. S. Ashenhurst of'the Universal Gypsum & Lime Co., 
of Chicago, read a paper on ‘“‘The Value of Insulation to 
the Steamfitter.’’ He told of the new methods of insulating 
homes, and explained how insulation would reduce the 
amount of radiation required, and the size of boiler re- 
quired, so that the master steamfitter could well compete 
for smaller jobs. A 
at the 


with warm air heating contractors, 
great number of questions were asked him 
(Continued on Page 76) 


con- 














Top picture, from left to right: Fred R. Bailey, Albin Bro- 

quist and M. J. Johnson, all of Rockford, I1l.—Bottom picture, 

from left to right: J. E. Hanson, Lake Forest; W. H. Barrett, 
Deerfield, and Edward Stringer, Highland Park, Ill, 





Wisconsin Pleased With 
Organization Progress 


The following material completes the 
report of Wisconsin's annual meeting, 
continuing from last week's issue 


INSURANCE 

ACOB SCHUH, president of the Master Plumbers’ 
J Limited Mutual Liability Insurance Co., urged the 
association members to carry their liability insurance in 
this master plumbers’ company. He described how the 
state organizer, Victor L. Peavy, was hired last June 
on the basis that the insurance company bear 50 per cent 
of his expense and the association the other 50 per cent. 
The result of Mr. Peavy’s work is clearly shown in the 
increased membership in the association and, particularly, 
in the large attendance at this convention, Mr. Schuh 
pointed out. However, he said, more men are needed in 
the insurance company, and he pointed out to the members 
that, by co-operating with the insurance company, the 
state organizer could be continued, with the possibility of 
increasing the membership of the association to 700. 

President Kuetemeyer and Treasurer E. F. Henoch both 
advocated membership in the insurance company and 
stressed the features which made it more desirable, in their 
estimation, than any other insurance the master plumbers 
could carry. 

PRESIDENT’S REPORT 

R. SCHUH recalled President Kuetemeyer’s objection 
M at the last convention to appointing a state organ- 
izer, on the ground that it would deplete the association 
treasury to too great an extent. However, he said, the re- 
sult had not been any decrease in treasury funds. Mr. 
Kuetemeyer, however, in his president’s report, reminded 
the delegates that his opposition was based, not on ex- 
pense, but on who the organizer would be, for he felt and 
still did that a good organizer’s qualifications were rarely 
found in one man. He said, though, that the association 
was fortunate in securing Mr. Peavy, for he was most 
satisfactory. He explained the division of the state, under 
Mr. Peavy’s regime, into six zones, and expressed his 
satisfaction with that method of conducting association 
activities. 

He urged the members to stick to their associations and 
attend their meetings, for he felt that the plumbing busi- 
ness was going through a critical period, with the present 
agitation about distribution methods. He thought that 
unfavorable methods would naturally develop faster in 
those sections where associations were weak. He spoke 
strongly for every possible effort to prevent plumbers’ be- 
coming only “labor brokers.’’ He felt that the pendulum 
would swing one way or another within the next year or 
two, and urged association loyalty for the safeguarding of 
the plumber’s interests. 

Victor L. Peavy described his organizing activities. All 
six zones of the state are functioning nicely, he said, and 
holding regular meetings. He explained that the purpose 
of zone meetings is to have all members come in closer and 
more frequent contact with the state association’s Board of 
Directors and to help solve local and state problems. 

S. Lewis Land, of the Trade Extension Bureau, de- 
scribed briefly the state-wide conference on apprentice- 








‘Nop picture, from left to right: David Stern, H. J. Bauer, E. 

F. Weirauch, all of Milwaukee.—Bottom picture, from left to 

right: Albert Wiik, H. W. Strader, H. M. Porter, all of Minne- 

Minn.; and E. T. Kolar, and Earl Gifford, both of 
St. Paul, Minn. 


ship training, held the day before the convention started. 
He pointed out that, as a result of the recommendations 
adopted at this conference, the master plumbers, through 
local apprenticeship committees, will have considerable 
to say about apprentice training. Therefore, he urged 
that the delegates appoint local apprenticeship commit- 
tees in their cities and take advantage of the apprentice- 
ship plan. 

Frank R. King, state plumbing inspector, in his report, 
said that in 1918 there was one indentured apprentice in 
the state. Today there are 339 indentures and 944 ap- 
prentices in all. He stated that there was a much lower 
percentage of failures in examinations for licenses among 
indentured apprentices than among non-indentured ap- 
prentices. Mr. King gave a complete review of plumbing 
conditions in the state, saying that the building program 
for 1926 was above the average and that 1927 prospects 
are good, with the trend toward houses instead of apart- 
ments. His report pointed out that nearly 60 per cent of 
Wisconsin’s citizens are still dependent upon water supply 
from other sources than public water systems. There are 
over 10,000 private sewage disposal systems in the state, 
and they are still on the increase, he said. Camp sanita- 
tion is being considered by the Board of Health, Mr. King 
stated, and public comfort stations are being provided in 
good numbers. 

Incoming officers were instructed to take up with the 
heating and electrical associations the matter of striving to 
get plumbing, heating and electrical work separated from 
the general contract on all state work. Also, at the sug- 
gestion of Edw. Sullivan, Kenosha, the officers were in- 
structed to look into the policy of selling electrical and 
gas appliances by public utilities and endeavor to work 
out more equitable competition than the master plumber 
now has to meet from such companies. 


ENTERTAINMENT 


UST as this convention was one of the most successful 
J in a business way ever held by the Wisconsin Master 
Plumbers’ Association so can the entertainment features 
claim front rank. The very efficient entertainment com- 
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The Ideal VECTO 
double-door Heater 
for small Homes. 


The 1927 

















VECTO Profit Plan will sell VECTO for you 








The VECTO 1927 Sales Building Service will sell VECTO for you. 
VECTO window displays, illustrated letters, bill-board posters, leaflets — 
featuring you as the VECTO merchant in your community — will make 
1927 a record-breaking year for you. 


Many millions reading the advertisements in the family magazines, news- 
papers, farm journals, will help to make business for you in 1927. 


You can sell VECTO on our Easy Payment Plan—so that every one can 
now be your customer! 
Read this letter from an Ohio dealer:— 


“Please circularize for me the enclosed list of 164 prospects. It is less than 24 hours 
since I undertook the sale of VECTO Heaters but in that time I have 4 sales in sight.” 


(Later: The dealer made 15 sales of VECTO in two weeks, at a gross profit of over 
$400! He has arranged to turn his store and office over to his wife and spend the 


next two months canvassing his entire town himself). 


You can make additional profits too, if you will avail yourself of our 1927 Sales 
Building Service. 
Fill out the coupon below and mail it—today! 


AMERICAN RADIATOR (OMPANY 


Showrooms and sales offices: New York, a ae a oe 
| tn Prowidence, New Haven, 
ewark, ilade ia, Baltimore, 
Washington, Richmond, Buffalo, AMERICAN RADIATOR COMPANY 
Pittsburgh, Cleveland, Detroit, Cin- | 1807 ELMWOOD AVENUE 
cinnati, Atlanta, Chicago, Milwaukee, Y 
Indianapolis, St. Louis, St. Paul, BUFFALO, N.Y. 
| ay Omaha, Kansas City, 
—, we Saeaeen, See Ae ee I would be pleased to have your salesman call. 
Milan, Brussels, Berlin. 
| Makers of IDEAL Boilers, AMERICAN | Name 
Radiators, ARCO Hot Water Supply ee 
Heaters, VENTO Ventilating Heaters, 
Heat-Controlling Accessories and other Address _ 
products for drying, cooling and ie 
refrigeration. 
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A few of the typical 
Square “Gee”’ fittings 
used on the installa- 
tion pictured above 
are illustrated here. 


HE mark Square ‘‘Gee’’ on 

a pipe fittin’ is our promise 
of quality — your insurance of 
100% fittin’ value. That mark 
is our expression of confidence 
in the honest merit of the pro- 
ducts we sell. When you buy 
Square “Gees” you buy that 
confidence. Confidence in their 


ability to ‘“‘come easy and fit 
tight” for a quick connection. 
Confidence in their freedom from 
defects. Confidence that insures 
a perfect job whenever and 
wherever used : «+ The plumber 
who says Square “Gees” to his 
jobber’s salesmen exhibits rare 
good judgment. 


THE GRABLER MANUFACTURING COMPANY .: Cleveland, Ohio 


New York + Chicago + 


SQUARE 
Malleablelron 


San Francisco 


“GEE” 


PipeFlT TINGS 
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mittee consisted of Walter Tesch, chairman, Joseph Wittig, 
H. A. Wegner, Elmer Schmidt and G. Bronenkant, all of 
Milwaukee. 

The two main affairs were the theater party on 
Wednesday night, given by the Milwaukee Plumbing 
and Heating Credit Association, and the big banquet and 
smoker given by the Milwaukee Master Plumbers’ Asso- 
ciation on the last night of the convention. At this ban- 
quet, F. C. Kuetemeyer was toastmaster, but he dispensed 
with speeches in favor of the elaborate entertainment 
provided. He introduced, however, the various officers and 
prominent members and visitors and called on Honor- 
able John C. Karel for the one address of the evening. 

Manufacturers’ Exhibits 

Duro Pump & Manufacturing Co., Dayton, Ohio, had a 
display of its water softeners and water systems. J. T. 
McCarthy and E. H. Schaeffer, of Milwaukee, and F. A. 
Markee, Madison, represented the company. 

Robbins, Gamwell & Co., Pittsfield, Mass., exhibited its 
portable electric pipe machine in operation. C. E. Littel, 
sales manager, and T. C. Nelson, Chicago district repre- 
sentative, were in charge. 

Chicago Pipethread Machine Co., Racine, Wis., dis- 
played its power threading machines. Ralph Ingalls and 
W. J. Eberlein, factory representative, managed the exhibit. 

V. M. Gaspar, representing the Borden Co., Warren, 
Ohio, and Ed. Pulte, representing Wolverine Brass Works, 
were other representatives who were seen around the con- 
vention. 

A Sexauer Service Kit was donated to the association 
and awarded to George Goldfish, Wauwatosa. 
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CONTRACTS MADE IN ONE STATE AND ADJUDICATED 
IN ANOTHER 


S a general rule the laws of the place where the 
A contract is made, when different from those of 
the forum or court passing on it, control, not only in the 
construction of the contract, but in determining the nature 
and extent of the legal obligations embraced in the con- 
tract. While the courts of one state are not under the 
dominion of the laws of another state, there is an un- 
written rule of comity generally observed in giving effect 
to the law of the place of contract when different from 
the law of the forum or court. That is done because it is 
generally the fairest way of arriving at and giving effect 
to the intention of the parties to the contract. That rule 
has, however, its exceptions. It will not be observed and 
applied when to enforce a foreign contract, according to 
the provisions of the foreign laws, will contravene some 
established rule of public policy of the state of the forum. 
—Court of Civil Appeals of Texas, in Taylor v. Leonard, 
275 Southwestern Reporter, 134. 


Purchaser Entitled to Specific Thing Bought 
A purchaser of property is entitled to the specific thing 
bought, and where, by fraud or false representations made 
as an inducement by one receiving an advantage by reason 
thereof, he is led to accept property other than that 
covered by his agreement with such person, he may rescind 
such contract with him without showing pecuniary damage 


Wm. J. Lang Announces Added Features 
for National Convention 


tainment and exposition arrangements planned for 

the annual convention of the National 
of Master Plumbers at Minneapolis in June, Wm. J. Lang, 
manager of the association’s exposition bureau, and the 
Minneapolis members have been busy perfecting the 
details. 

Mr. Lang has just announced several 
new features. At the banquet, on the 
Monday night of convention week, of 
past national presidents and the Board 
of Directors, many leading manufac- 
turers have been invited to be present. 
These manufacturers will also appear 
at the opening session of the conven- 
tion. 

The big vaudeville entertainment, on 
Tuesday night, to which the general 
public, as well as the convention dele- 
gates and guests, will be invited, will 
be by courtesy of Crane Co. This will 
be a fine show, the various attractions 
to be Hippodrome features. 

Mr. Lang has planned something ab- 
solutely new for Wednesday night—a 
‘Presidents’ Dinner.’’ To this dinner 
will be invited all presidents of state 
associations, then in office, and the na- 
tional board of directors. Such a dinner 
will give the state presidents contact 
with the national officers and an op- 


G isin the announcement several weeks ago of enter- 


Association 





Wm. J. Lang 


by reason of the transaction.—-Supreme Court of Ne- 
braska, in Howells State Bank v. Hekrdle, 203 North- 
western Reporter, 1005. 

portunity to discuss national association affairs. Follow- 


ing this dinner the stag for all delegates will be 

held in the exhibit hall. 
On Thursday night, Mr. 

mentary dinner for exhibitors, to which the representative 


This will pro- 


party 
Lang has planned a compli- 


in charge of each exhibit will be invited. 
vide an opportunity for an interchange of ideas. 

Kohler Co. and Standard 
Mfg. Co. have each agreed to send their 
bands, which will stay at the convention 
throughout the week for the entertain- 
ment of the delegates and visitors. Mr. 
Lang stated that other entertainment 
features will be provided by 
manufacturers. 

On February 7, Mr. Lang will put in 
the mail to manufacturers full details 
of ‘‘The Greater Exposition,’’ which he 
calls the plumbing and heating exhibit 
with the na- 
floor 


Sanitary 


other 


to be held in connection 
tional 
plan will be enclosed, from which pros- 
exhibitors can their 
Mr. Lang has devoted consid- 
effort to this 
the biggest ever held, and 
he has made every preparation to insure 
The material he is send- 


convention. A complete 


pective select 
booths. 
erable 


time in an make 


convention 


its being so. 
ing out places before the manufacturer 
every detail to help in making effective 
plans for exhibiting to advantage. 
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Though Clow supplies every 
type of closet on the market 
today —as well as all other 
school plumbing fixtures — 
the Clow-Madden A utomatic 
és being emphasized, because 


it takes the responsibility for 
school sanitation completely 
away fromchildish memories 
—and because it so effec- 
tively reduces costs. 


En, ND 








For 39 Years, This Clow-Madden Didn’t Forget 





If you are interested in specifying perfect sani- No other closet has the simple construction— 
tation at low cost, in the schools you build— there are but two moving parts in the entire unit 
look to the water closets. They are the key —that establishes such long-life, low-cost records. 
fixtures of the entire plumbing installation—the And Remember: TheClow-Madden can’t forget. 
most important to sanitation—the most suscep- Every time it is used, it automatically scours its 
tible to repair and replacement costs. bowl from rim to trap, with a water 
a eS a front Spring No. pressure equalling that developed 


hit E in a thirty to forty foot standpipe. 
matic Closet, shown above, was ~aeuihen ene y y PIP 


retired recently from a Peoria, 


Sinnia neal, suet cmeet Sanitation and health protection 


are not depended upon a child’s 


active service, to make way fora . 

a r tion sete of re ame bp memory — a complicated valve 
t a It is still in perfect ao" % Back Spring No & —a_ high water pressure— or 
ype. P : constant care. 


ing order. 














Sectional view, Madden valve—but two moving parts. 


JAMES B. CLOW & SONS, 201-299 North Talman Avenue, CHICAGO 


Sales Offices in principal cities 
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South Dakota Favors 
T. E. B. Program 


Constructive program of resolutions 

passed; Norman Mather re-elected 

president; to work for auxiliary 
Master Plumbers’ Association, 


M at the seventh annual conven- 


tion, at Aberdeen, on January 18, 19 
and 20, endorsed heartily all of the 
progressive movements proposed by 
the National Association of Master 
Plumbers and by the National Trade 
Extension Bureau. The organization 
work done by President Norman 
Mather of Sioux Falls, during the past 
year, was reviewed in his report, and 
considerable progress was noted. It 
was also decided to bend every effort 
towards the establishment of a state 
organization of the Ladies Auxiliary. 

William W. Hughes, of Minneapolis, 
outlined the proposed activities of the National Trade Ex- 
tension Bureau, and also told of the work being done for 
the craft by the National Association of Master Plumbers. 
He spoke at some length on the work of the standardiza- 
tion committee, the scholarships at the Carnegie Institute 
of Technology, the work of the Women’s Auxiliary, and 
the advisability of the adoption of the Hoover code by the 
various states and municipalities. 

In dealing with the work of the National Trade Exten- 
sion Bureau, Mr. Hughes told of the various activities of 
that organization in developing better business methods 
for the plumbing and heating contractors. He strongly 
urged his hearers to adopt those methods, pointing out 
the fact that systematic management is the best way to 
insure a profit in any business. He told of the various 
courses offered by the bureau, and of how easy it is for 
the contractor to take advantage of them. 

The work of the Minneapolis, Minn., association and of 
the Minnesota state association were explained in detail 
by Mr. Hughes. He told of the efforts to. have a state 
plumbing code incorporated in the laws, and of the con- 
tinued efforts of the association to enforce the “Make a 
Wholesaler a Wholesaler” resolution. 

Work of the Minneapolis Board of Plumbing Examiners, 


EMBERS of the South Dakota 





Norman Mather 








From left to right: C. L. Breedlove, Aberdeen; William W. 
Hughes, Minneapolis, and Maurice Bjerken, Hoffman Specialty 
Co., Minneapolis 
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Mitchell; H. 
Bennett, Clark; D. R. Thomas, Minneapolis; C. E. Carlson, 


Top row, from left to right: John Giese, 

Sioux Falls; Norman Mather, state president, Sioux Falls; 

Paul Sherbourne, Madison. Bottom row, E. B. Wagner, J. J. 

J. P. Kinsley, E. E. Little and A. 8. Luek, all of 
Watertown 


and the progress of the plumbing class at the Dunwoody 
Institute at Minneapolis were also detailed by the speaker. 
He showed how the apprentices are given an opportunity 
to combine théir practical work on jobs with theoretical 
work in the classrooms, and showed the benefits derived 
from such a system. He passed around a number of draw- 
ing problems which the students at the Institute study, 
and ventured the opinion that any number of journeymen 
and even masters would require some little study to com- 
plete the problems which the apprentices solve daily. 

He suggested that the masters become more active in 
civic work in their respective communities. He urged 
them to become affiliated with service organizations of all 
kinds, to become interested in Boy Scout and other ju- 
venile work, and to take advantage of every opportunity to 
become known as public-spirited citizens. He asked them 
to take an interest in the formation of Women’s Auxili- 
aries, and to preach, at every opportunity, the gospel of 
sanitation and health. 

Maurice Bjerken, Minneapolis representative for the 
Hoffman Specialty Co., gave an interesting talk on the 
“Heat by Radiator’ campaign of the Minnesota associa- 
tion. He outlined the experiments already completed 
which will show how the heating contractors can compete 
with all classes of heating apparatus successfully. He 
also described the work being done by the recently or- 
ganized salesmen’s association of Minneapolis, and pre- 
dicted a great future for that organization. He told of 
the aid that body has pledged the Minneapolis master 
plumbers in the entertainment of their visitors to the 
national convention. 

Coincident with the convention of master plumbers was 
the annual convention of the Associated Contractors of 
South Dakota. The two bodies held a joint opening ses- 
sion in the City Hall auditorium, which was presided over 
by George C. Hunt, vice president of the Associated Con- 
tractors’ organization, and a master plumber of Huron, 
S. D. The invocation was pronounced by the Reverend 
A. J. Haynes of Aberdeen, and the visitors were cordially 
welcomed to the city by Mayor John S. Wade. 

D. R. Thomas, secretary of the Central Western Credit 
Association of Minneapolis, spoke to both bodies on the 
subject of credits in business. He pointed out that 4a 

(Continued on Page 82) 
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Yours to build on---- 


GURNEY PRESTIGE 


The standing of the Boiler you handle becomes 
yours. During 50 years Gurney Boilers have been 
building a reputation for simplicity, service and 
economy that you get the benefit of immediately. 
Consider the standing of Gurney Boilers—known to 
be powerful and efficient; the standards of a shop are 
raised proportionately with the high esteem in which 
Gurney Boilers are held. 


For Your Prospects 


Let us furnish you with individual leaflets, 
“The Gurney Lenox Boiler,” and, “Gurney Essex 
Boilers for Warmth and Lifelong Satisfaction,” 
for your prospects. State quantities desired. 
Write today. 


GURNEY HEATER MFG @MPANY 7°."".25" 


General Offices: Boston, Mass. 
93-97 Oliver Street, Fort Hill Square 


New York City Office Richmond Office Philadelphia Office —Deep firepot. — 
Gurney Heater Co., Inc. Gurney Heater Mfg. Co. Gurney Heater Co., Inc. ae er See 
Ment ~~ Talend Chey Ave. Cor. East Main and 9th Sts. 108 North 17th St. Its quality sets a high standard. 
lew York Richmond, Va. Philadelphia, Pa. 











Lenox No. 20 Steam 





ing steady waterline and dry 
and rapid steaming. 

Staggered flue travel—the most 
efficient principle. 
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Iowa Leader Is Enthusiastic Association Worker 
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| President , Iowa. 
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Massacre of whites by Sioux Indians at Spirit Lake, lowa, in March, 1857 
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Two University Men HeadA.8.H.V.E. 


Over 26 million pupils,—nearly one-third of the population of the United States 
are directly involved in this question of mechanical and open window ventilation, 
it was stated at the thirty-third AnnualMeeting of American Society of 


Heating and Ventilating Engineers 


the field of school ventilation, entertained the Ameri- 

can Society of Heating and Ventilating Engineers for 
its thirty-third annual meeting January 25, 26, 27 and 28. 
The first day was devoted to committee meetings, but at 
the first general session on the second day of the con- 
vention, 325 persons sat down together, the largest gather- 
ing at a first session in the history of the society. 

St. Louis, famed throughout the world for its botanical 
gardens and floral displays and renowned for its hos- 
pitality, apologized for being compelled to welcome the 
engineers in the dense cloud of dust and smoke that 
enveloped the city. It was stated during the conven- 
tion that the dust count of the atmosphere of St. Louis 
exceeds that of any other city in America. Flowers are 
grown 45 miles away and are brought into that great in- 
dustrial center to give joy to its citizens and to live as 
long as they can in the smoke-laden air. Yet the death 
rate of St. Louis from respiratory diseases is low among 
its 80,000 school children and the health record of the 
schools of St. Louis is envied by almost every other city 
in the country, for the school children of that city do not 
breathe the air with which the engineers found them- 
selves enveloped upon their arrival; they breathe an at- 
mosphere purified and conditioned by mechanical means. 

A number of engineers took advantage of their visit 
to St. Louis to inspect various schools and to study the 
heating and ventilating equipment installed in them, under 
the direction of E. S. Hallett, chief engineer of the St. 
Louis board of education. 

Under the able administration of W. H. Driscoll, spoken 
of from time to time as “that human dynamo,” prelimi- 
naries so usual at conventions, were eliminated and the 


S: LOUIS, justly proud of its preeminent position in 
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society plunged at once into the work at hand. Some of 
the subjects discussed were heating effect of radiators by 
Doctor C. W. Brabbee, who showed charts comparing a 
new radiator of knee height with an ordinary cast iron 
radiator, showing the advantage of the lower type which, 
it is understood, will soon be placed upon the market 
by a radiator manufacturer. Comparative tests of radiator 
finishes by Professor W. H. Severns of the University of 
Illinois were presented showing that the color and finish 
of a radiator has a great deal to do with its heat transmis- 
sion. These data were published in ‘‘Domestic Engineer- 
ing” some time ago. R. V. Frost, who conducts a heating 
laboratory at Norristown, Pa., presented a paper on chim- 
ney sizes for house heating. Other subjects which to- 
gether occupied every moment of the four-day session 
were insulating a residence, by Lee Nusbaum, design and 
application of testing oil coated air filters by H. C. Mur- 
phy, a simple method of testing air filters by H. G. Tufty 
and E. Mathis, design and operation of hotel heating and 
ventilating systems by Benjamin Natkin, pressure differ- 
ences in steam heating systems by C. A. Dunham, develop- 
ment of built-in heating unit by G. E. Otis, turbulence 
of heat transfer by L’R. G. Bousquet, dehumidification 
methods by M. C. W. Tomlinson, etc. 

Many of these presentations and the discussions of them 
will be analyzed in future issues of “(Domestic Engineer- 
ing.’’ 

The activities of the society for the ensuing year are 
to be under the direction of two university men,—men 
of high standing in heating and ventilating; F. Paul 
Anderson, dean of the college of engineering, University 
of Kentucky, Lexington, Kentucky, as president, and 
Arthur C. Willard, professor of heating and ventilating 
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Profrt-sales from the 
KOHLER ELECTRIC SINK _ i 








When you sell a Kohler Electric Sink 
you make a profit-sale. You make a 
liberal double profit—one profit on 
the sale of the fixture, and the other 
on installing it. 

Somebody is going to make a good 
many of these profit-sales in your 
community. People everywhere have 
been waiting for this immensely at- 
tractive, modern labor-saving con- 
venience. 

Here is your opportunity. The 
Kohler Electric Sink will be sold only 
through regular plumbing trade chan- 


KOHLER CO, Founded 1873, KOH LER,WIS. 
Shipping Point, Sheboygan ,Wis.- Branches in Principal Cities 


Plumbing Fixtures 


nels. The progressive plumber who 
is first will get the business. 

Kohler national advertising will 
help you to make these profit-sales. 
Kohler advertising material for your 
own use will enable you to develop 
a complete, effective selling campaign. 
And the Kohler of Kohler time pay 
ment plan will break down the last 
sales resistance for you. 


Decide that you are going to earn 
new, bigger profits by selling the 


Kohler Electric Sink. See your jobber 
and mail the coupon below. 
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of the University of Illinois, Urbana, Illinois, as vice presi- 
dent. 

SCHOOLHOUSE VENTILATION 

CHOOLHOUSE ventilation has held the center of the 
S stage at A. S. H. V. E. conventions for two years. 
Public health associations have passed resolutions ad- 
vocating that windows be opened and that children be 
permitted to breathe “‘God’s pure fresh air.’’ The A. S. H. 
Vv. E. has passed counter resolutions. Resolutions mean 
little but there stand the schools of St. Louis, a wordless 
argument that cannot be refuted. The fathers and mothers 
of St. Louis do not want their children to breathe ‘‘the 
pure fresh air’ of St. Louis that comes in at open win- 
dows, while they are in school. 

But St. Louis is attacking its smoke problem aggres- 
sively. A school is maintained by various interests, and 
in this school firemen, home-owners or anyone interested 
may receive instructions on proper firing methods to elimi- 
nate smoke, and to conserve fuel. Other plans are being 
made involving among other things, an increased use of 
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H. W. Schmidt, professor of building of the state de- 
partment of public instruction of. Madison, Wis., gave 
many points of view with reference to window and me- 
chanical ventilation which he had acquired in intimate 
contact with ventilation problems in schools throughout 
the state of Wisconsin. He has visited, inspected and 
checked up over 400 school plans, ranging from little 
one-room country schools to the metropolitan high school, 
from ordinary stove heating to complicated plants in- 
cluding air washers, filters, ozonators, violet ray machines, 
etc., and in his opinion the most important factor which 
lies at the bottom of the whole matter of window and 
mechanical ventilation is the control of both heat and air 
so as to produce a condition which is conducive to the 
greatest comfort of the occupant of a schoolroom, and is 
not a question of simulating outdoor conditions at all. 

Nature’s methods are not always the best methods for 
our comfort and health for there are many days through- 
out the year when the outside temperatures, humidity 
and general conditions of the atmosphere may ,be de- 





Dinner of past presidents of the American Society of Heating and Ventilating Engineers, at 
left to right: S. R. Lewis, Chicago; H. P. Gant, Philadelphia; Harry M. Hart, Chicago; Professor 8S. E. 
P. Bolton, New York City; J. F. Hale, Chicago; J. I. Lyle, Plainfield, N. 


the St. Louis meeting.—From 
Dibble, Pittsburgh; R. 
J.; J. R. MeColl, Detroit, Mich., and Homer Addams, 


Germantown, Pa. 


refined fuels which may in the future permit St. Louis 
to enjoy its distinction as a center of manufacturing in- 
dustry and at the same time provide clean air for its 
citizens to breathe. Some of these plans were explained 
by C. G. Buder of St. Louis, in his address on “Smoke 
abatement in St. Louis.’ 

Again at the thirty-third annual convention of the 
A. S. H. V. E., school ventilation was considered of such 
importance that a whole session was devoted to this 
subject. 

A report was presented from the committee that has 
supervision of the project at Rochester, N. Y., where a 
plan has been under consideration for some time for mak- 
ing tests of various methods of ventilation under actual 
working conditions. In addition to the American Public 
Health Association and the American Society of Heating 
and Ventilating Engineers, other organizations are con- 
cerned in the matter and have contributed their requests 
or suggestions with the result that at the present time, 
there is not much unanimity of opinion as to how the 
results from these Rochester tests should be interpreted. 
It is thought, however, that in a few months these differ- 
ences of opinion can be leveled out in a manner satisfac- 
tory to all and that the tests will proceed as planned. 


cidedly unfavorable and inferior to the conditions in a 
schoolroom where the air is properly prepared. 

He voiced the opinion that while ventilation problems 
with reference to large schools have apparently been 
solved, as evidenced by the very satisfactory installations 
in St. Louis and other cities, there is the small school to 
consider, of which there are 4,000 in the state of Wis- 
consin, and doubtless similar numbers in other states of 
like population. 

He says, “‘The worst problems confronting the 
man as well as the heating and ventilating engineer are 
those in connection with the smaller schools and the rural 
one-room and two-room buildings.” 

The United States Bureau of Education, 1922 
credits the rural districts with 186,532 school 
while cities of 2,500 or over with 
systems. The actual number of buildings is not available. 
The number of children involved in these rural and small 
districts is nearly equal to the number enrolled in city 
systems,—over 10,000,000. The whole number of pupils 
reported in the above report is 26,458,655 including both 
public and private schools. When those not reporting 
are included, it is clear from these figures that the wel- 
fare of nearly one-third of the population is involved. 


school 


Report, 
buildings 
2,891 


are credited 





What Facto 


i. engineering materials are _ 


used with some definite factor 
of safety toallow forextrastrength. 
The engineers who built the 
Brooklyn Bridge did not use the 
last ounce of strength of the steel 
cables, but allowed a factor of 
safety, requiring only a fraction of 
the real strength of the steel, to 
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carry the load of the bridge. 








~ the strictest specifications for 
brass pipe installations 250-lb. 
per sq. in. is considered to be the 
proper test pressure. We test every 
length up to 1-in.size Alpha brass 
pipe for ten times that much; that 
is, 2500-lb. per sq. in. Sizes above 
l-in. we test with 2000-lb. per 


sq. in. pressure. 


B”? Alpha Brass itself contains a factor of 
safety, for the Alpha alloy, containing 
more copper, is not only as good as ordinary 
brass pipe but better too. Where there are 
severe water conditions that would corrode 
even the best of ordinary brass pipe, then that 
extra factor of safety in Alpha Pipe comes 


into use. 


GALPHA 
rass Pipe 


|. wens Brass Pipe is the only pipe that 
is tested to so great water pressure, 
the only pipe made from a stronger brass, 
and the only pipe that is trademarked 
every twelve inches. Why not use Alpha? 


CHASE COMPANIES 


INCORPORATED 
WATERBURY, CONNECTICUT 
Chase Metal Works — Chase Rolling Mills 


STOCKS 
Chase Brass Companies, Inc., New York. 
Chase Companies of New oa Newark. 
Chase Brass Companies of Mass., Inc., Boston. 
The Ohio Chase Company, Cleveland. 
Chase Companies of California, San Francisco, 

Angeles 

OFFICES 
Boston New York Philadelphia Rochester 
Pittsburgh Chicago St. Coup Atlanta 
Members Copperand Brass Research Association 





[Chase Companies, Inc., Waterbury, Conn. 


Please send me free of charge a copy of 
l your book on Alpha Brass Pipe. 8-6134-4 
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Sometimes very rigid economy must be practiced, Mr. 
Schmidt explained, and under these conditions gravity jobs 
are oftentimes essential, and fan jobs are few and far be- 
tween. But even gravity jobs are not immune from tam- 
pering, and one hundred per cent recirculation with no 
fresh air at all is quite common as well as pipeless fur- 
naces, though both are commonly prohibited by good 
judgment and sometimes by regulations. 


“THEY AIN’T ANY OF THEM KIDS SICK” 

XPERIENCE among the officials of the smaller 
E schools has shown that the need for a reasonable 
amount of fresh air is either not understood or is denied. 
Only recently a schoolboard official’s attention was called 
to the extremely bad condition existing in the schools of 
Mr. Schmidt’s district and the reply was, ‘‘They ain’t any 
of them kids sick, and I guess they won’t never be. I 
never had no ventilation when I went to school.’’ Argu- 
ments had no effect and on calling his attention to his 
new chicken house which had three large ventilating 





Top picture, from left to right: Dean F. Paul Anderson, 

Lexington, Ky., new president, A. S. H. & V. E.; C, J. Rice, 

Modine Mfg. Co., Racine, Wis.; H. W. Page, Buckeye Blower 

Co., Columbus, Ohio.—Bottom picture: Bert C. Davis, Ameri- 

can Warming & Ventilating Co., Elmira, N. Y¥.; Homer Ad- 

dams, Fitzgibbons Boiler Co., Inec., New York; Robert H. 
Feltwell, D. & T. Mfg. Co., Philadelphia 


heads on the roof, he said, ‘Well, them chickens lay 
eggs.”’ There is the whole story. ‘‘We are confronted,”’ 
said Mr. Schmidt, ‘“‘with a condition not a theory.” 

It was stated that in Wisconsin as in other states, the 
problem of providing well-planned installations which will 
both heat and ventilate, which will operate consistently 
and are properly designed, has received much attention. 
In the larger cities, this matter is not of such importance 
as in the smaller ones for proper engineering service is 
called for and competent help is available. Such is not 
the case with the smaller cities and communities. 

Educational campaigns have been waged through the 
press, by means of association meetings, school board 
conventions, county superintendents and other means. 
Special state aid for certain classes of schools is offered 
in Wisconsin if the heating and ventilating plants are of 
good designs. “Domestic Engineering’ has conducted 
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Logical 
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Temperature Regulators 


1H 


When you think of the phenomenal pro- 
gress made by Honeywell—of the wide- 
spread general adoption of Honeywell 

it becomes perfectly obvious that Honey- 
well controls must possess qualities and 
attributes not to be found elsewhere in 
the field. When you actually compare 
the accomplishments and the effective- 
ness of Honeywell-in-service with other 
and less efficient systems of control, it is 
quite apparent that, for the perfect func- 
tioning of your own product, a minimum 
of service demands, and the certainty of 
customer satisfaction, you have no 
other choice but Honeywell. 


The leading manufacturers of heating 
boilers recommend HONEYWELL exclu- 
sively. Of the important automatically 
controlled domestic oil burners a very 
substantial proportion is equipped with 
HONEYWELL. 


Honeywell Heating Specialties Company 
Wabash, Indiana 
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WATER ‘HEATER 


KEROSENE HEATERS— 
WICK BURNER TYPE 

Quadruple coils of copper and the 
patented Kerogas Burner (Hot- 
stream is the only Water Heater 
licensed to use it) imsure the 
greatest efficiency. 
Lights instantly at the touch of a match 
—is noiseless, sootless and extremely 
economical. . 
Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
9502 Richmond Rd, “Makers of Heaters that Heat” Cleveland, Ohio 
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Steel Water Heaters 


Made as sturdily as the famous 
Kewanee Boilers. 


KEWANEE BOILER COMPANY 


Kewanee, Illinois 
Branches in Most Leading Cities 




















O-B Brass Valves 


are made in the following styles: 


Flexitite Disc Gate Valves Radiator Valves 
125 |b. Standard, Non Rising Flexitite Disc, Gate, No. 50 
Stem ,No. 20 Steam, No. 3 
125 Ib. Standard Rising Stem, Hot Water, No. 40 
Jo. 21 Packless Graduated, No. 35 
100 ib. Light Standard, No. 25 Union Elbows, No. 45 


Globe, Angle and Check Valves Renewable 
rass O-B 
Disc Dise 
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Lock and Shield ‘péen bee ‘npabwes No. 5 No. 5 
Flexitite Disc OHIO BRASS COMPANY 
Gate Valve Mansfield, Ohio 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals— 
Drinking Fountains—Self-Closing Basin Cocks—Liq- 
uid Soap Fixtures, etc. 


Manufactured and Sold Exchusteely by 
THE IMPERIAL BRASS MFG. COMPANY 
1231 West Harrison St. CHICAGO 


New York Office, Room 514, 51 E. 42nd St. 






































an educational campaign since the close of the 1926 an 
nual meeting at Buffalo and has repeatedly sent reprints 
of ventilation articles to architects, boards of health ani 
school superintendents throughout the United States. Th 
result.is that the dangerous half-knowledge of mechanica! 
ventilation is much less apparent than it has been for 
many years. 

As a matter of necessity and to safeguard the health 
and inherent rights of the school children, Mr. Schmidt 
believes that it is necessary to exercise some kind of 
supervisory authority which shall be responsible for in- 
stalling and operating heating and ventilating systems in 
public schools and similar institutions. For this reason 
he advocates state codes governing such matters. His 
comments were entirely aside from the question of the 
standards involved. He has no quarrel with those that 
believe that 10 cubic feet per minute per occupant is 
sufficient air supply, nor has he any quarrel with those 
who believe that 30 cubic feet is correct, nor with those 
who believe that 75 per cent of fresh air is proper while 
others believe 25 per cent is correct. Neither can he 
prove he is correct. So far it is a matter of opinion 
based upon experience and judgment. It is to the credit 
of the engineering profession that the members are not 
satisfied with what has been accomplished but are striving 
for new light upon matters which are still open to 
question. 


ST. LOUIS DOCTORS INSTALL MECHANICAL VEN- 
TILATION IN MEDICAL BUILDING 

N HIS paper on the contribution of the engineer to 
I comfort and health, Edwin S. Hallett, chief engineer 
of the board of education of St. Louis, presented data 
and projected charts and diagrams on a screen to show 
that the engineering profession has a definite place in 
relation to public health, comfort and welfare. 

One chart showed how attendance in St. Louis schools 
is affected by various types of heating and ventilation. 
In a group of 15 schools heated by direct radiation, the 
chart showed that the average attendance was 83 per cent 
of the enrollment; in a group of 21Y schools, using fans 
but no air washer, the attendance was 87 per cent; in a 
group of 35 schools, using fans and air washers the 
attendance was 90 per cent, while in two groups of the 
more recently constructed schools having modern methods 
of heating and ventilation, the attendance was 94 and 95 
per cent. The remarkable fact was brought out that in 
the older schools where the attendance was lowest, the 
cost of fuel was highest, and that in the schools having 
the modern systems, the cost of fuel was brought down 
to the very low figure of 37 cents per pupil per year. 

The American Public Health Association composed 
largely of doctors, not intentionally it is true, has scattered 
ideas far and wide,—ideas about the profession of heat- 
ing and ventilating. These ideas have left the impression 
in the minds of thousands of people that engineering had 
little to do with the solving of ventilation problems in 
school buildings, yet just recently the medical association 
of St. Louis has installed in their new medical building, a 
system which has had the careful supervision of engineers, 
a system similar to those found in the newer St. Louis 
school buildings. In fact the ventilation systems of the 
St. Louis schools were studied and after due investigation 
of the results obtained in these school buildings, a decision 
was made against window ventilation and in favor of the 
more dependable and scientific methods of mechanical 
ventilation. 

The hostility of the unlearned toward mechanical ven- 
tilation and how to overcome it, was the keynote of the 
paper by W. R. McCornack .of Cleveland. 
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CAN YOU PUT YOUR FINGER, 
ON HIM ~— oris he too_sty ? 





It’s the little things in your business that bear watching. They are small and hard to 
detect. But just the same they keep piling up until they make a sizeable item. Even 
minutes, small as they are, soon make a day. 


Minutes are like “jumping fleas’’. 








Setting the Dial The Universal Chuck 


In the twinkling of an eye a 
Self-Contained Beaver Die Stock 
is made ready for threading. You 
can cut a thread in the time it takes 
to ‘‘Get Ready’’ when loose dies 
and bushings are used. Simply 
set the dial plate to size and put 
the tool on the pipe. One quick 
turn of the chuck handle and the 
tool is ready. Contrast this with 
the time wasting method of hunt- 
ing for and changing parts. 











You know they are around but unless you have the 
proper means you can’t make them do their full 
share of work. 


All hours have 60 minutes. But if you get 
only 50 minutes production out of 60 minutes 
paid for, you’ve discounted your time bills 1624% 
—or for every dollar paid your fitters for time you 
get only 8314 cents worth of value. 


Cost cutting begins with time cutting. And 
Beaver self-contained die stocks have a way of 
making each threading hour yield more than a 
normal hour’s work. The panel at the left briefly 
explains this advantage, but you really need our 
new booklet No. 19 to learn the full story. 


THE BORDEN COMPANY 


510 Dana Avenue 3: Warren, Ohio 
New York Office: 50 Church St., New York City 
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TT keep our line of Chicago 
Faucets always new, alive 
and up-to-the-minute in every 
respect is the unchanging pol- 
icy of this company. 

Our new “D” Catalog is a 
record of our accomplish- 
ments during the past year. 
You will find in it many new 
and interesting additions and 
improvements. 

Every Chicago Faucet starts 


wD Catalog” 


showing many interesting 
new and original designs 


with the tremendous advan- 
tage of our famous renewable 
working unit —‘replaced as 
easily as an electric bulb.” 
That is why we can truthfully 
say, “Chicago Faucets outlast 
the building.” 

Clever and beautiful de- 
signs, easy installation, trou- 
ble-free service and long life 
are essential characteristics 
of every Chicago Faucet. 


We will be pleased to send you a copy of our new “D” Catalog. Write for it today 
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“For years,” he said, “the manufacturers, engineers and 
architects have been installing ventilating equipment in 
schools in the face of a rapidly increasing belief among 
their clients that they are buying something they do not 
need because they can not believe that it bestows any real 
benefits on the occupants of school.’’ 

It came to a point in Ohio, he explained, where it was a 
question as to whether the children should occupy scien- 
tifically ventilated rooms or whether each teacher should 
become a law unto himself and ventilate the school as he 
saw fit, regardless of the law of the state. 

Eventually a vote was taken and it was overwhelmingly 
against the methods of ventilation in use—in fact, the 
sentiment was strong against all kinds of mechanical ven- 
tilation. An elastic code was advocated, one which did 
not require 30 cubic feet of air per minute. The exact 
source of air was also eliminated. This permitted the 
installation of the so-called unit systems. The result, 
Mr. McCornack stated, has been the lowering of costs. 

Considering all the objections that had been raised to 
mechanical ventilation, it was decided to turn the atten- 
tion to the study of ventilation in order to discover its 
real value—what the actual physiological effects were 
upon the occupants of schools. Attention was first called 
to the fact that only approximately one-tenth of a stu- 
dent’s life is in the school room, and to determine just 
what the effects were, in this respect, after having ob- 
served the relatively short time spent in school rooms, 
presented some difficulties. However, percentages of ab- 
sences were taken arbitrarily as due to illness, which of 
course is not an exact method. So the results were not 
entirely satisfactory. It was also observed in this connec- 
tion that there are many more opportunities for children 
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to receive contagious disease germs outside of a school 
than inside. 

He mentioned the inspection of various poorly installed 
ventilating systems. Other systems were not ‘operated 
because of the antipathy of janitors and others towards 
mechanical ventilation. He discussed blast systems, unit 
systems, etc., and then propounded the question, ‘‘What is 
the logical way out?” 


COMPARE THE TWO SCHOOLS 

SCHOOL was built using open window ventilation. 

There were no baffles at the windows. It was found 
that the additional cost of a modern ventilating system 
for this building for 1,000 pupils would be $4,500, or 
1% per cent of the total cost of the building. The simple 
method of open window ventilation used was found not 
satisfactory. The window ventilation advocates asked for 
baffles, gravity vents and additional cubage to take care of 
such installations, which it was found would cost $3,500, 
or within $1,000 of the cost of a complete modern system 
of mechanical ventilation. And still no account was taken 
of the required cubage per pupil, and it was found upon 
investigation that the system of window ventilation advo- 
cated would require 506,368 cubic feet, while the me- 
chanical system of ventilation would require 400,800 
cubie feet, which, at 35 cents per cubic foot, would cost 
$35,000 less than for open window ventilation. 

In his paper on school ventilation from the point of 
view of the architect, William B. Ittner of St. Louis, sup- 
ported the view of Mr. McCornack with reference to the 
relative cost of buildings in which window ventilation and 
mechanical ventilation are used and cited a case of a 
modern school at Greenfield, Ohio. A comparison of cost 
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Unscrew the legs, lock 
them in the vise. and ? 
the vise is easy to toss f 
on the truck or carry 
right to the work. 
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Pipe 
Bender 










Made in bench, post 
and stand types both 
as yoke and chain vises. 








Tool Tray 
Detachable 
Pipe 
Support 
Adjustable 
Any Length 

















Legs 

All ea 
Same 
Length 


Made by 
the makers 
of the 
famous 
Rikea(> 
Wrench 













Fa Price $15.00 List 


Subiect to usual 
discount 


Capacity \4"to 2!4" 









Vises With 
Extra Utility 


eles Ib Vises offer you a lot of extra utility 
















For instance, in the vise stands illustrated 
above: They are really portable; you can carry 
them where they’re needed. Legs are all one 
Chain Vise Stand length; you eut them to suit your height. You 
Price $16.00 List can make the stand as long as you want it. It 
Subject to usual discount has a practical pipe bender, 1” capacity; a stout 

Capacity 4" to 5” 

tool tray. 



















Rica ib Both yoke and chain type bodies are powerfully 
. built of certified malleable with tool steel jaws— 
Pipe Wrenches : equal to the hardest day-after-day use. 
The Wrench with the housing 


guaranteed against breaking or 


warping. You can’t lock it on a ° : . ‘ 
pipe either. The tool thrill of Ask your jobber or write for full information 


recent years. Get one and try it. 










THE RIDGE TOOL CO., DEPT. D, ELYRIA, OHIO 





Pipe Cutters 


— with Removable Blade 
like a Safety Razor 
The RRIGSIW Pipe Cutter has 
a removable thin hammered steel 
blade—like a safety razor—that 


cuts better, lasts longer and costs PIPE WRENCHES ° 
CUTTERS 
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of construction, window area, amount of radiation re- 
quired, etc., is set forth in a table presented here. 

He summed up his argument with the statement that 
the cost per pupil would be $22.63 for window ventilated 
schools in excess of the amount required per pupil for 
mechanically ventilated schools or 9.25 per cent, and the 
additional cost of buildings involved in this problematical 
window arrangement would be $28,316.98, or about 10 
per cent. 

“Apparently,” he says, ‘‘much proof needs to be forth- 
coming to substantiate the statements of window gravity 
advocates, that the state of New York is wasting millions 
every year on mechanical ventilation.” 


COMPARING COST RELATIONSHIPS BETWEEN MECHANICAL AND WINDOW 
VENTILATION IN TYPICAL CLASS-ROOM UNIT OF FORTY PUPILS 








Class-room Mechanical Window Percentage 
Unit Ventilation Ventilation Gain or Loss 
Cubic Content 22 x 32x 13=9152’ 24x 40 x 13=12,480’ +36.2% 
Air Supplied C. F. 1200 800 —33.3% 
Window Area-Glass 141 sq. ft. 192 sq. ft. +36.2% 
Amt. of Radiation 
(Average 3 Floors) 123.33 sq. ft. 426.33 sq. ft. +240 % 
Tota Bupa. Resvtts: 
Cubic Content 1,019,843 1,127,253 -+122,250 cu. ft. . , 
9.85% 
Cost per Pupil $244.76 $267.41 +$22.65 or 9.25% 
Total Bldg. Cost $305,952.90 $334,269.88 +$28,316.98 or 9.25% 





THE FUTURE OF THE SOCIETY 
SPECIAL tribute was paid to the retiring president, 
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W. H. Driscoll, for his indefatigable work of the 
past year, and the gathering listened intently to the advice 








Top picture, from left to right: P. H. Seward, American 
Radiator Co., New York; M. A. Rooney, American Radiator 
Co., Buffalo; J. H. Davis, formerly of the American Radiator 
Co., now retired.—Middle picture: C. E. Bronson, Kewanee 
Boiler Co., Cleveland; C. H. Soderberg, consulting mechanical 
engineer, Detroit; Harry Highson, Kewanee Boiler Co., De- 
troit.—Bottom picture: M. O’Connell; F. C. Houghten, director, 
and Carl Zobel, of the Pittsburgh research laboratory 
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_--: The powerful set screws 
i grip the pipe and ‘‘takes 
up the slackin thestack.””’ 


Costs No More 


The ONLY insertable 
joint that supports the 
stack and holds the line 
at any height in the tel- 
escope hub. 


Made Exclusively by 


SOMERVILLE IRON WORKS 


Warehouses and Sales Offices at 


Somerville, N. J. 
Chattanooga, Tenn. 


Chicago, Ill. 
300 Madison Ave., New York, N. Y. 


3637 S. Ashland Ave. 9502 Quincy Ave. 
Cleveland, O. | 
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Sectional view 
of Model No.1 


The workings of an old style relief 
valve may well afford food for 
thought. Fitted with a diaphragm, 
with springs, levers and miscellane- 
ous complicated parts to get out of 
order, such a valve has the cards 
stacked against its reliable perform- 
ance, 


Red Top Relief Valves are simple. 
As simple in design and construction 
as they are in operation. See for 
yourself in the sectional view. 


Red Tops operate on the gravity 
principle and are approved by the 
Underwriters’ Laboratories, Inc. 


Model No. 1 protects domestic water 
supply, while No. 2 is for hot water 
heating systems. Write for data on 
whichever interest you. 


Neptune Meter Company 


50 E. 42nd St. New York City, N. Y. 
Branch Offices in Principal Cities 
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Its here! 


CENTRALIFT 


\ DRAIN & OVERFLOW 


READ these 10 points which cover the unusual advantages of the 
CENTRALIFT—then see this interesting Central idea at your Wholesaler’s: 


. Eliminates chain and rubber stopper. 6. Quickly and easily opened and 


-Unobstructed drain and overflow stays open. A simple twist with the 
passages — no chain or mechanism, fingers in either direction locks 


nothing to catch lint or dirt. the stopper in the open position. 
. Nothing to get out of order, but 7. Quickly and easily closed. 

if ever necessary, drain strainer 8. Installs exactly like the ordinary 

can be readily removed from inside drain and overflow—no adjust- 

tub in the usual manner. ments or special tools necessary. 
4.No appreciable wear on working 9. No panel required. 

parts. 10. Effects a big saving on the cost of 
5. Stopper non-removable — cannot be other mechanical drains now on 


lost or stolen. the market. 
Write for CENTRALIFT Folder 


Jke CENTRAL BRASS WH Co 
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given in the president’s address. After reviewing the 
progress and present status of the society, and after peer- 
ing into the possibilities of the future, he said: ‘‘Above 
and beyond all the things that our society or any other 
engineering socie*’ has ever done, has been the establish- 
ment of the research laboratory. This feat not only 
startled the engineering world, but attracted sufficient 
attention to our organization to bring into our fold hun- 
dreds of men who otherwise had little or no interest in the 
society’s activities. From a scientific standpoint, the work 
done at the laboratory has been of the highest order and 
its results have been of immeasurable value.” 

But Mr. Driscoll felt that as the society grows and the 
scope of its activity expands, the very nature of its growth 
and progress carries with it certain dangers that can not 
be ignored. While getting in new members is a fine thing, 





Top picture, from left to right: Frank H. Gaylord, Hoffman 
Specialty Co., Chicago; James Doherty, Utica Heater Co., Chi- 
cago; F. R. Bishop, Michigan Stove Co., , Detroit.—Middie 
picture: William P. McFarland, Powers Regulator Co., Chi- 
cago; N. E. Dewes, U. S. Radiator Corp.; Thomas Kellogg, 
Bishop & Babcock Co., New York; Samuel R. Lewis, Chicago. 
—Bottom picture: C. A. Pickett, Herman Nelson Corp., Moline, 
IiL; R. F. Connell, U. 8S. Radiator Corp., New York; Charles 
G. Buder, St. Louis; Prof. A. C. Willard, University of Illinois, 
Champaign 


there is the danger of bringing into the society too many 
men who have only a superficial interest, men who are not 
willing to labor seriously for the upbuilding of the society. 
Increased membership is attended by increased expense of 
administration and the hope was expressed that the 
morale and esprit de corps of the society would keep pace 
with its increasing numbers. 

He explained, on the other hand, that the society can 
be maintained in a healthy condition only by the infusion 
of new blood. Every society passes through certain pe- 
riods of enthusiasm, growth and prosperity, but too many 
times these are followed by a reaction and a period of de- 
pression. One of the important facts, he explained, is the 
matter of dues, and he stated: “If we are to accomplish 
the aims and purposes for which we are organized, we 
have to maintain a fine balance between our dues and 
our membership. If we were to reduce the dues to $2.00 
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THE 


PENBERTHY 
Model “R” 


Keeps Cellars 
Dry 


In basements, pits, 
building excavat- 
ing and tanks there is no better 
means of draining than with a 


Penberthy Cellar Drainer 


It’s automatic and compact. 
It’s easy to install and the 
operation cost is small. The 
working parts are above water 
allowing no slime or corrosion 
to interfere with operation. 
Operates on city water pressure 
from 10 to 100 lbs. (For pres- 
sures above 100 lbs. adjust- 
ments can be made at the 
factory.) 


Ask your jobber. 
PENBERTHY INJECTOR CO. 


Established 1886 
1260 Holden Ave. 23 Detroit, Mich. 


Canadian Plant: Windsor, Ontario 


AUTOMATIC 


CELLAR DRAINERS 
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per year, we could probably bring in 10,000 members, 
but the activities of the society would be confined largely 
to the collection of dues and the sending out of bills. As 
a technical society we would have but little value. If, on 
the other hand, the dues are increased to $50.00 or 
$100.00, the society would be throttled by the limitations 
of membership.” 

He then went into an analysis of the business of the 
society and took into consideration methods of maintain- 
ing a balance between dues and the number of members. 

Mr. Driscoll, as presiding officer of the A. S. H. V. E. 
for the past year, will long be remembered by the society 
for his clear vision as to the aims of the society, how 
they should be carried out, and his forceful yet kindly 
administration. 

At the close of the last session, Mr. Driscoll presented 
the following men, who were regularly installed into the 
offices to which they were elected for the ensuing year: 

F. Paul Anderson, University of Kentucky, Lexington, 
Ky., president; Arthur C. Willard, University of Illinois, 
Urbana, Tll., first vice president; Thornton Lewis, Phila- 
delphia, Pa., second vice president; Walter E. Gillham, 
Kansas City, Mo., treasurer. 

The members of the council elected for a three-year 
term were: Wm. T. Jones, Newtonville, Mass.; John 
Howatt, Chicago, Ill.; Charles V. Haynes, Ardmore, Pa.; 
Willis H. Carrier, Newark, N. J. 

Members of the council elected for the two-year term 
were: H. Lee Moore, Pittsburgh, Pa.; James F. McIntire, 
Detroit, Mich.; Everett B. Langenberg, St. Louis, Mo.; 
J. J. Kissick, Cleveland, O. 

Members of the council elected for the one-year term 
were: Howard H. Fielding, Denver, Colo.; Frank B. Row- 
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ley, University of Minnesota, Minneapolis, Minn.; Harry 
H. Angus, Toronto, Ontario; Roswell Faruham, Buffalo, 
fe & 

Various committee reports showed that the society was 
in a satisfactory financial condition, that there was a con- 
sistent increase in the membership, that there is no lack 
of subjects upon which the research laboratory can center 
its attention, that progress has been made in various re- 
search projects and that the society is going forward witha 
more optimistic vision of the future than ever before. 
This was reflected in the reports of the sub-committees on 
subjects for research, on infiltration, radiation, pipe sizes, 
temperature, humidity and air-motion, heat transmission 
through building materials, rating low pressure heating 
boilers, the report of Secretary A. V. Hutchinson, who was 
commended highly for his work during the past year, and 
for which the society showed its appreciation by rising to 
its feet and by continued applause, the report of the com- 
mittee on increase of membership, report of the Rochester 
committee, report of the committee on research, report of 
the technical advisory committee, technical papers by the 
research staff and the report of F. C. Houghten, director 
of research. The work of Director Houghten would be 
given a prominent place in this report were it not for the 
fact that it is proposed to cover this feature of the con- 
vention in more detail in a future issue. 

In addition to those who discussed technical subjects, 
various short addresses were made by men prominent in 
the field of heating and ventilating or in allied vocations. 
Among these were E. B. Langenberg of St. Louis, general 
chairman of the committee on arrangements, who wel- 
comed the society on behalf of the engineers and the city 
of St. Louis; John D. Cassell, an engineer for thirty-six 
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HEATING SERVICE | 








The Dunham Differential 





Vacuum Heating System 


The operating engineer of a large Chicago apartment 
hotel reports that the Dunham Differential Vacuum 
Heating System installed there has achieved “a 40% 
fuel saving over previous operation with an ordinary 
vacuum return line system.” You can do the same! 


Write for Bulletin No. 114, (Residences) 
and Bulletin No. 115, (Larger Buildings) 
Over sixty branch and local sales offices in the United States and Canada bring Dunham 


Heating Service as close to you as your telephone. Consult your telephone 
directory for the address of our office in your city. 


oS C. A. DUNHAM CoO., Dunham Bldg,, Freres 
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production-boosting 


that has made WILLIE WILLIAMS 
a “buy” word with plumbers 
and steamfitters 





As a time-saver:— 


“Greatest time-saver we have 
ever used’’— report Wey Bros., 
Pittsburgh, ‘‘The WILLIE 
WILLIAMS is very fast— outclasses 
many threaders that cost more. 
It’s a wonder; worth more than 
it costs.” 

















It’s a real machine tool— 


that stands the pace. Easy to 
buy, because of big production. You 
get “‘a quality machine at a quantity 
price.” 

The WILLIAMS line includes pipe 
threading machines covering the en- 
tire range of pipe-threading—from 


Yj-inch to 24-inch. 


The records of plumbers and steamfitters show that 
their WILIIES thread, cut and ream three times faster 
than other methods. 


Real value—pays for itself: 


“Our WILLIE WILLIAMS is now cutting all the pipe 
for a 130 apartment contract—-we would not part with 
it for many times its cost.’’—-Beaumier Bros., Spring- 


field, Mass. 



































Your WILLIE WILLIAMS will pay for itself in the 
first few weeks—past records show this. 


. Let us send you some more extra-profit experiences 
of plumbers and steamfitters— 


Including many helpful tips that you would pick up, 
if you could spare the time to travel around and ask 
what the WILLIE WILLIAMS has done to keep down 
the cost of pipe threading, cutting and reaming. 


Mail the coupon for full information. 


(% ——— "FREE OFFER COUPON 
I 


Williams Tool 





{ 
Please send me the Willie Williams booklet ! 
° | which will tell me how to increase my Profits. | 
Corporation | | 
ONG Sic 60s i cee sell 
Erie, Pa. | | 
Address | 
! | 
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Malleable 
Iron 
Fittings 
All standard types and sizes 
quickly delivered in any quantity 


Send for catalog 
The Kennedy Valve Mfg. Co. 
ELMIRA, N. Y. 
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ined 


MYERS WATER SYSTEMS 


For Homes, Farms, Public 
or Private Institutions. 

Small capacity, hand operated systems for shallow or 
deep wells and cisterns, medium and large capacity 
outfits for operation by engine or motor, auto- 
matically controlled electric house pumps and 
direct water systems that do not require a pressure 
tank make up the Myers line which has over fifty 
years of pump building experience behind it to 
guarantee dependability and satisfactory service. 
Catalog No. HP24 shows 
complete line. Ask for 
your copy today. 













The 


F. E. MYERS 
& BRO. CO. 
Ashland, Ohio 


Pumps, Hay Tools and Door Hangers 


Have you seen the new Speakman 
Pop Up Bath Waste? 


It is especially designed for 
use with showers, which re- 
quire no panels in the wall. 


SPEAKMAN COMPANY 
WILMINGTON - :: 7: ::  ##DELAWARE 
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CLEVELAND 
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years with the board of education of Philadelphia; R. P. 
Bolton of New York, past president of the society and a 
veteran of the heating industry; Arthur Thatcher and 
Phillip A. Moore, who brought greetings and good-will 
from the American Institute of Mining Engineers, and 
s 

who advocatéd an American engineering society, with the 
American Society of Heating and Ventilating Engineers 
and other engineering societies as branches, believing that 
this would elevate the position of engineers in general; 
J. R. Davis, a charter member of the society, who did 
good work on the board of governors; Professor Hoffman 
of Purdue University, Lafayette, Ind., and several others. 

Various resolutions were passed in recognition of cour- 
tesies and kindnesses received by members of the society 
while in St. Louis, but the most enthusiastic applause 
greeted the resolution of thanks to the St. Louis chapter, 
the honors of which were upheld by E. B. Langenberg, 
general chairman of the committee on arrangements; 
V. D. Rossman, finance committee; E. A. White, trans- 
portation committee; Wm. C. Sodemann, program and 








Group of representatives of Warren Webster & Co., Camden, 
New Jersey 


publicity committee; J. M. Foster, entertainment commit- 
tee; Mrs. R. E. Graves, ladies committee; A. E. Humphreys, 
president of the chapter, hotel committee, and C. A. 
Pickett, automobile committee. 

Various places were recommended to the council for 
the holding of a mid-summer meeting, among them being 
White Sulphur Springs, Va., Hot Springs, Va., and West 
Baden, Ind. 

There were the usual social activities and informal re- 
ception for the arriving members and their wives, automo- 
bile trips for the ladies, ending in luncheons and various 
impromptu parties, a dinner for the past presidents, an 
open day for the ladies at the St. Louis department stores 
and theatres, and a formal banquet at which the retiring 
president, W. H. Driscoll, was presented with the past 
president’s emblem. A gavel was also presented to the 
society by the St. Louis chapter. 





The sixth annual get-together banquet and ball of the 
York, Pa., Association of Master Plumbers was held Janu- 
ary 27. 

B. D. Coffey, chairman of the legislative committee of 
the Oregon Master Plumbers’ Association, accompanied 
by Charles J. Kelly, president of the Oregon association, 
and Steve Pollitt have been in Salem getting matters lined 
up in the interests of the industry and conferring with 
A. G. Rushlight, representative from Multnomah county 
and engaged in the plumbing business at Portland. 

Tourtellotte & Hummel, Portland, Oregon, with a branch 
office in Boise, Idaho, are preparing plans for a $200,000 
department store in Boise. The building will be three 
stories, concrete construction with brick face and terra 
cotta trim, 200 by 122 ft. Bids will be called in time so 
that construction can start in March. 
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for your window display of 


Blue Seal Products 


: CONDITIONS 
Open to any Plumbing and Heating Dealer or Contractor. 


Window must contain a Blue Seal Display Stand, which is furnished through your jobber without cost to you, together with such 
advertising matter as will aid you in the desired results of display as well as the sale of Blue Seal Products because of the display. 


WHY THESE AWARDS? 
The Blue Seal Chemical Company hag always maintained that Drain Pipe Solvents and Boiler Compounds are logically Plumbing and 


Heating Commodities and as such should be sold exclusively through our industry 


as a dealer and want to prove conclusively that through a display of 
BLUE SEAL PRODUCTS 
in your window you will be made to realize how much can be done toward merchandising these items which are being offered under 


various brands by Grocers and 








L 





UA ee 
Fw 
BEET SW ArsACrsEMI 


Druggists. 


Send Photographs of displays to 
Blue Seal Chemical Co., not 
later than May Ist, 1927. 

One dollar will be paid for each 
photograph received whether or 
not it wins an award. This is 
done to reimburse you for the 
cost of having photo taken. 


WE HAVE NO OTHER 
MEANS OF OUTLET. 


We do not sell to anyone not 
identified with either Plumbing 
or Heating and then only through 
the legitimate Wholesale Dealer 
in Plumbing and Heating 
Supplies. 


JUDGES 
Leslie N. Heatherton, Vice-Pres. 
Plumbers Trade Journal 
William J. Marshall, President 
Merchant Plumber and 
Fitter 
Wm. J. Lang, Director 
National Association of 
Master Plumbers 
E. De Forest Winslow, Vice-Pres. 
Domestic Engineering 


The awards will be made at the 
Convention of the National 
Ase’n. of Master Plumbers at 
Minneapolis, in June, 1927. 


THEREFORE 
Unless you listen to our story we muat close up shop. 
For further particulars see your Wholesaler or write to us. 
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ONLY THE BARBER-GREENE HAS THE VERTICAL DIGGING BOOM AND THE OVERLOAD RELEASE 





igs 


Digging Sumer and Water Laterals 


and Stubs—at a Profit 


ARBER-GREENES earn profits for plumbers on 
the jobs that used to bring only grief and expense— 
digging sewer and water laterals. F 
The Barber-Greene Vertical Boom digs straight down gy et ng gga’ 
: Bi: d this book is packed 
—flush with the building. It walks straight out to the full of pictures and 
walk or curb — jumps it — goes straight down on the Pp 
other side — and ends up flush with the main trench. diintha teen se 
And Barber-Greenes dig stubs with the same speed . di eA. Rl 
and versatility. tae ie ee ‘ 
. ‘ itching costs. 's fae 
As for speed —a Barber-Greene cut 41 service laterals name is “Ditching |g 
—each 18’ wide, 7’ deep, and 15’ long—in6 hours and Snapshots and Rec- 


cost records that are 








10 minutes. ords.”” A post card 
As a result, Barber-Greenes are changing service lat- will bring you a copy 
erals from a source of grief into a source of profit for by return mail. Send 
plumbers. Find out about them. today. 





BARBER-GREENE COMPANY, 408 W. PARK AVE., AURORA, ILLINOIS 


Barber-Greene Ditcher 


Represeniatives in 50 Cities 

DISC FEED LOADERS VERTICAL BOOM DITCHERS 
STANDARDIZED PORTABLE AND PERMANENT BELT CONVEYORS 
SNOW LOADERS CAR UNLOADERS COAL LOADERS 
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Questions and Answers 


CANNOT SUPPLY SUFFICIENT AMOUNT OF STEAM 

Editor, ‘‘Domestic Engineering’: Fig. 1 shows the con- 
nections on a heating job we recently installed in a garage 
building. We think the piping is correct, but want to be 
sure as the owner is dissatisfied with the amount of heat 
he is getting. We would appreciate your opinion of the 
piping. 

Missouri. G. A. J. 


The pipe connections shown in Fig. 1 are sufficiently 
large, and we cannot see why you should not be able to 
supply sufficient steam to the indirects. 

With reference to the air vent, we believe that if you 
tie in a connection as indicated at A you will eliminate 
the air entirely. If this is not possible the air vent at B 
may serve the purpose, if connection C is high enough 
to take the air out of the top. You did not give us the 
door openings and windows, and for that reason we can- 
not figure the radiation required. We should also know 
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Fig. 1 


the temperature at which the garage is kept. Figuring 60 
degrees, your outside walls alone will take 460 sq. ft., 
and your ceiling and cubical contents will amount to over 
1,000 ft. That is, provided the garage is all one room 
and no other heating apparatus is present. Your total 
radiation installed is only 483% sq. ft. These figures of 
course are not accurate because we.do not know the tem- 
perature and the window and door openings, but it seems 
to us that not enough radiation has been installed. 

We believe you will get much better results if you will 
take the flapper out of all the check valves located at D 
and place one 5 degree check valve on the return line 
close to the boiler. The differential pressure will hold 
check valves at D closed, and for that reason the indirects 
are not heating as satisfactorily as they should. 





Bible Seminary in Cincinnati, Ohio, will build an ad- 
ministration building at a cost of $250,000. 

E. Kahn & Sons, Cincinnati, will build a new packing 
house in that city at a cost of $2,000,000. Henshein & 
McLauren of Chicago are the architects. 

A three-story apartment will be constructed in Indian- 
apolis, Ind., at a cost of $150,000. J. B. Brydon has been 
awarded the general contract. 

F, J. Rembusch, 512 Board of Trade building, Indian- 
apolis, Ind., will build a theater in Marion, Ind., at a 
cost of $150,000. 

The Indianapolis, Ind., Board of Education is going to 
build three additional school buildings at a total cost of 
$1,258,750. 
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plumbing contractors 
Siecuanan A econy sures will not install cheap 
TO SEWER goods. They know 


the best is more satis- 
factory to everyone. 
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Successful contractors are glad to jinstall this 
Sump Pump—because once installed, it needs 
no servicing. The initial profit on the job is 
retained —not spent in servicing the pump. 
The Taber needs noengineering. Comes ready 
to install. It is a quality pump fairly priced. 


Your jobber can sell you Taber Midget Sump Pumps. 
é Write for Bulletin.120-MSJ. 


ABER PUMP CO.- BUFFALO, NY. 


DERS OF REGULAR AND SPECIAL PUMPS - SINCE 1859 





New York Office: 229 E. 38th St. Tel. Lexington 8945 
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You Don’t Prolong the Flush 
by Holding Down the Handle 


LOAN ROYAL FLUSH VALVES save water — 
millions of gallons yearly for building owners through- 
out the country! 


Closets and urinals require a certain quantity of water 
for a sanitary, efficient flush. Sloan Royal Flush Valves 
deliver this amount at every operation no matter 
how they are operated. They automatically complete 
an accurate flush regardless of whether the handle is 
released or held down. 


And when water pressures vary, these changes have no 
effect on the quantity of water Sloan Royal Flush Valves 
deliver—the amount of the flush is always the same. 


Make this Test 


Press the handle of a Sloan Royal 
Flush Valve in any direction. Hold 
it or let it go. In either case, the 
Sloan Royal Flush Valve delivers 
the right quantity of water for a 
complete flush—just the amount 
the fixture requires — but no more ! 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


There have been no visible indications of change in the 
state of the plumbing and heating business in this territory 
during the week. It is safe to say, however, that a some- 
what more confident tone prevails among most leaders in 
the industry with the completion of the first month of the 
year, indicating a continuance of the steady, even demand 
that has been in vogue since the year opened. With 
weather conditions in a more favorable condition for de- 
liveries, the volume of material moving into consumption 
during the week was slightly heavier than in the previous 
week, according to most wholesalers. While the aggregate 
volume is not heavy it is what might be termed normal 
for this period of year. 

Plumbing and heating contractors in most parts of the 
city are busy figuring on new construction. Although the 
bulk of this has not progressed beyond the estimating 
stage a sufficient number of contracts have been awarded 
since the year opened and enough work was carried over 
from the latter part of 1926 to keep contractors fairly 
busy. Journeyman labor is reported plentiful in and around 
Chicago. While there are some variances in opinion among 
leaders in the trade as to the type of construction pre- 
dominating in Chicago at this time the general consensus 
of opinion is that the greater part of material moving is 
for large office buildings, apartments and industrial build- 
ings. Besides this, however, there is a good amount of 
smaller construction of the residence type underway that 
is helping to maintain the steady flow of material. 


Wholesalers have not changed from their policy of buy- 
ing mainly in small quantities in accordance with their 
actual requirements, and it is the opinion of many jobbers 
that this hand-to-mouth buying will continue as long as 
prices remain at a firm level. In brass goods, tubular 
especially, there has been some future buying. 

One other large manufacturer of boilers and radiators 
issued a new price sheet during the week carrying a re- 
duction in prices of his products. Outside of this prices of 
the commodities listed in this report were unchanged. 
Pig iron, which plays a prominent part in the manufacture 
of many plumbing and heating materials, declined in price 
during the week. Both manufacturers and wholesalers 
have good stocks of most materials. 

December wholesale prices of standard plumbing fixtures 
for a six-room house, as collected by the Department of 
Commerce from reports of twelve representative manu- 
facturers and wholesalers, were $105.74 as compared with 
$106.02 in November and $110.13 in December, 1925. 

Soil Pipe 

The past week showed little change in the soil pipe 
situation, according to reports from manufacturers in this 
territory. With wholesalers confining their buying mainly 
to current needs, demand, while not heavy at any time, 
has been steady throughout the month of January. For 
the most part, wholesalers are ordering assorted carloads 
and are withholding consideration of their future require- 
ments. Although foundries continue on a curtailed produc- 
tion schedule, makers report good foundry and warehouse 
stocks. Deliveries are satisfactory. Pig iron prices declined 
slightly last week. Prices of soil pipe are unchanged. 





HE end of January finds the movement of plumb- 
ing and heating goods maintaining an even keel. 
Steadiness has marked the month’s activity. With the 
exception of some quickening to the buying movement 
where wholesalers were taking in materials in fairly 
good proportions to rebuild their stocks after inven- 
tory, ordering, for the most part, during the month 
has been in small quantities closely adjusted to cur- 
rent demands. This type of buying prevailed during 
the past week and, while the aggregate volume was 
not heavy, it was normal for the season. 
Manufacturers have good stocks and no difficulty is 
reported in securing deliveries of most materials as 
wanted. Wholesalers’ stocks, also, while not heavy, 
are sufficient to meet requirements of contractors 
promptly. During the week one other large manufac- 
turer of boilers and radiators issued a new discount 





MOVEMENT OF MATERIALS IS STEADY 


sheet carrying a reduction in prices of boilers and 
radiators. The period price decline occurred Febru- 
ary 1. This was the only price change announced. 

A number of interesting statistics were released dur- 
ing the week by the Department of Commerce. De- 
cember shipments of vitreous-china plumbing fixtures 
were 233,361 pieces as compared with 232,186 pieces 
in November and 265,368 in December, 1925. De- 
cember shipments of domestic pumps and water sys- 
tems, based on reports by twenty-one manufacturers, 
were 4,847 units with a net sale price of $361,646 as 
compared with 6,310 units.in November with a net 
sale price of $451,615. Shipments of enameled sanitary 
ware for 1926, according to the department’s report, 
were 12 per cent less than in 1925, a total of 4,524,112 
pieces being shipped during 1926 as compared with 
5,152,048 pieces during the previous year. 
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LUMBERS who for many years have been instal- 


tno part tm ths ling United Brass Plumbing Goods may take sincere 
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Red Meus faucets and valves that give years of faultless service. 
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“ Steel Pipe 

Plumbing and heating contractors’ needs for steel pipe 
are, naturally, light at this season. Mills are forwarding 
light shipments, consigned mainly to wholesalers’ stocks 
for purposes of putting them at safe working levels. Mill 
stocks are ample and deliveries are going forward 
promptly. Prices are firm and have not changed. 

Wrought Iron Pipe 

Demand for this commodity is light and during the 
week was composed almost entirely of orders for assorted 
cars marked for immediate shipment. Wholesalers, for 
the most part, are confining their buying to actual needs 
and are not entering the market except in scattered cases 
for their future requirements. Both wholesalers’ and manu- 
facturers’ stocks are adequate so that deliveries may be 
had as wanted. Prices are firm and have not changed. 


Enameled Ware 
December shipments of enameled sanitary ware, as re- 
ported to the Department of Commerce by the 21 manu- 
facturers who comprise the entire industry, totaled 256,- 
321 pieces, as compared with 298,769 pieces in November 
and 361,746 pieces in December, 1925. Shipments for the 
year were 12 per cent less than in 1925, a total of 4,524,- 
112 pieces being shipped during 1926 as compared with 
5,152,048 pieces during the previous year. Business dur- 
ing the week continued unchanged. Jobbers are showing 
little disposition toward ordering in larger quantities than 
present demands indicate and manufacturers report little 
business placed for later shipment. Shipments are going 
forward as wanted, as both wholesalers’ and makers’ 
stocks are adequate. Prices have not changed. 
Pottery 
There is very little new buying of staple goods as most 
wholesalers still have goods on order since November, 
1926. Orders for specialties, however, are reaching potters 
in fair volume. Jobbers’ stocks of staples are adequate 
to insure deliveries as wanted. Prices have not changed. 
December shipments of vitreous-china plumbing fixtures, 
including all vitreous chinaware which in regular practice 
is connected with a drainage system, as reported to the 
Department of Commerce, were 233,361 pieces as com- 
pared with 232,186 pieces in November and 265,368 in 
December, 1925. Total shipments for 1926 were 3,405,445 
pieces. 
Range Boilers 
New buying of range boilers is light as most jobbers 
covered on this commodity at the time of the price ad- 
vance on October 28 of last year. Makers report, how- 
ever, that constant releases against these orders are 
gradually consuming the volume left on their books and 
look for a quickening in new buying by the end of Febru- 
ary. Prices are firm and unchanged. Deliveries, in gen- 
eral, are satisfactory. 
Plumbers’ Brass Goods 
Demand for cast and tubular goods is reported good for 
this season. Some wholesalers are placing orders for their 
future requirements, especially on tubular goods, while 
others have not attempted to anticipate. Prices are un- 
changed. Deliveries are going forward as wanted. Sales 
of tubular plumbing goods, as reported to the Department 
of Commerce, were 152,616 pieces in December, as com- 
pared with 172,394 pieces in November and 379,462 pieces 
in December, 1925. 
Boilers and Radiators 
One other large manufacturer issued a new price sheet 
this week carrying a reduction in boiler and radiator 
prices. Jobbers generally have not commenced buying in 
larger quantities than actually needed, but with the period 
price decline of February 1st manufacturers expect added 
interest on the part of wholesalers. 
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NEW YORK 


In comparison with January, 1926, this year, according 
to construction reports, shows a slight improvement in the 
number of building commitments with a little less money 
value involved. Residential projects in the outlying sec- 
tions of Greater New York lead in new construction, in- 
dicating that there continues to exist a shortage of one 
and two family dwellings. It is said that a report is soon 
to be madé public on a survey of the real estate mortgage 
bond field which is being made by a committee appointed 
by the Hon. Franklin D. Roosevelt, president of the Ameri- 
can Construction Council. This is being done with a view 
to stabilizing the building industry. 

While the construction ovtlook for the year is about all 
it should be in this territory, there are two problems fac- 
ing builders, namely the wage question and the five day 
week movement which has been vigorously agitated in the 
past few months. The first mentioned is not expected to 
be the cause of any great amount of difficulty as most all 
existing agreements with labor run through to next year 
or beyond. The latter, however, may be a stumbling block 
to construction precision, as the Federation of Labor is 
strongly advocating the adoption of this plan. 

Production in most all plants of manufacturers continues 
at an even pace. According to reports the end of the year 
found many makers’ warehouses holding low stock sur- 
pluses. No delivery extensions were indicated during the 
week. Wholesalers in a few instances have made price 
rebatements in their eagerness to secure voluminous orders 
which are by no means numerically large. This, however, 
is in no sense serious. A new discount sheet was issued 
during the week by one other maker of boilers and 
radiators, carrying a reduction in prices. 

Soil Pipe 

Tonnage movement in soil pipe looked up somewhat dur- 
ing the week, caused by a fairly good amount of new busi- 
ness, practically all of which was for immediate shipment, 
together with some forwardings on old bookings. Plumb- 
ing contractors’ calls for iron pipe are quickly reflected in 
the placements made by jobbers as their stocks in all but 
isolated instances are kept comparatively low. Indications 
pointed to less price weakness during the week. Deliveries 
on most sizes are quickly made by foundries. 

Steel Pipe 

Demand on the mills tapered off somewhat during the 
week in face of the fair amount of steel pipe business con- 
summated by wholesalers. The month, though, will with- 
out doubt, according to manufacturers, show as good a 
movement as last January when the compilation of figures 
is prepared. Jobbers’ resale prices are showing a little 
less strength in this area. Stocks for the most part are 
adequate. Plant operations are well up toward capacity. 
Firm and unchanged prices continue to obtain. 


Wrought Iron Pipe 
Shipping against previous placements during the week 
totaled a fairly good tonnage. Mills experienced a let- 
down in new business over the amount which was written 
earlier in the month. Plumbing and heating contractors 
are in need of but little pipe at this time. Wholesalers’ 
stocks while not heavy are adequate. Prices are unchanged 
and firm except for occasional instances of softening Gn 

the part of distributors. Deliveries are prompt. 

Enameled Ware 
Interest during the week was confined to a great exten. 
to commitments for specific jobs with little stock order- 
ing for rush shipment. Present requirements of plumbing 
contractors for enameled ware are marked by lightness, 
but future prospects for substantial needs are bright. Re- 
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ports have it that manufacturers are preparing their ware- 
houses for this eventuality. No price changes have been 
made but weakness in some instances is discernible. 
Pottery 

The week was marked by steady light shipments against 
old lettings which aggregated a fair pottery movement. 
New business secured by makers was light but on all sides 
expressions of confidence in future business were heard. 
The number of daily telephone inquiries indicated an in- 
creasing interest. Stocks in the hands of most wholesalers, 
while not heavy, are ample to care for the wants of the 
trade. Deliveries are not difficult to arrange. Prices re- 
main unchanged and ordinary quotations are characterized 
by firmness. 

Plumbers’ Brass Goods 

Not all wholesalers have committed themselves for first 
quarter specified shipments; as a consequence, a fair 
amount of point to point buying on both cast and tubular 
brass is reported. The shelves of the average wholesaler 
are not heavily stocked, but in most cases appear to be 
in a fairly well assorted condition. Production in some 
cast goods manufacturing plants has been greatly cur- 
tailed. A marked steadiness is noted in cast brass prices 
but some irregularities in quotations on tubular products 
are evident. Deliveries may be secured as wanted. 

Range Boilers 

The range boiler market is very dull just now. Jobbers 
are depending almost entirely on picking up boilers for 
their immediate requirements. The needs of plumbing 
contractors are light at this time as there are few houses 
at the range boiler stage of construction. Deliveries are 
made promptly. Prices are holding firm and have not 
changed. 

Boilers and Radiators 

Interest in the heating equipment market took a spurt 
during the week. Most all buying engagements were made 
for after February 1 delivery. Cold weather being ideal 
for foundry operation, manufacturers are taking full ad- 
vantage of the seasonal efficiency of foundrymen; as a 
consequence production is keyed up. The cycle 2% per 
cent drop in prices occurred on February first. One other 
large maker issued a new discount sheet during the week, 
carrying a price reduction. Prompt deliveries obtain. 


PHILADELPHIA 


There is still an attitude of expectancy, rather than of 
activity, to be found among contractors, wholesalers and 
manufacturers in the district usually served from Phila- 
delphia. This expectancy is caused by the feeling in al- 
most all quarters that there is to be only a comparatively 
small reduction in building in most parts of the territory 
and that the vanguard of the announcements of this build- 
ing program should soon appear. The lack of activity is 
due to the usual January lull, which effectively reduces the 
amount of work contractors have to do and thus corre- 
spondingly lessens the volume of material distributed by 
wholesalers. These latter find that enough work is reach- 
ing them for estimating to augur a fair business by the 
middle of February. In common with present policies, 
however, the average jobber has not yet anticipated his 
probable needs for material at that date and, therefore, 
shipments by manufacturers into this section continue 
light. 

Notable exceptions to the prevailing policy of little for- 
ward buying are beginning to be spoken of, however. For 
instance, many wholesalers are actively in the market for 
staple tubular brass goods. Cast brass manufacturers, too, 
are fairly busy. Makers of other products covered by this 
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report are practically unanimous, however, in stating that 
the quality of demand has not improved over last week. 
Prices are being maintained at approximately the same 
level as a week ago, with the exception of one large boiler 
and radiator manufacturer who issued a new discount 
sheet carrying a reduction in prices. 
Soil Pipe 

Lack of any appreciable building program at the present 
time keeps the master plumber out of the market for soil 
pipe, and wholesalers’ stocks diminish very slowly. Foun- 
dry business consists principally of small orders to re- 
plenish those stocks that have approached the danger 
point. The majority of sales being made seem to be on 
the basis of published quotations. Prompt deliveries are 
possible. 

Wrought Iron Pipe 

Mill representatives find, as January approaches a close, 
that shipments into this territory for January are likely 
to fall below those of the corresponding month in 1926, 
although at this writing current business is practically 
normal for the season. Prices have not been changed, and 
deliveries can be had promptly. 

Steel Pipe 

The total amount of steel pipe shipped into the territory 
in January will exceed that of January, 1926, but falls 
below the record breaking January, 1925. Current busi- 
ness can be characterized, however, as appreximately what 
the mills expected from this section this year. Firm prices 
are being maintained by makers. Shipments are being 
made as wanted. 

Enameled Ware 

Those companies making a complete line of enameled 
ware are apparently enjoying a better business than others 
who confine their manufacturing activities to staples, 
judging by reports from various makers. Isolated rumors 
of concessions being given when comparatively large orders 
are to be placed for staples are heard, but in general the 
price structure remains sound. Deliveries are not delayed. 

Pottery 

After a thorough sifting of conflicting reports from 
various potteries, one reaches the conclusion that current 
business on staple ware is comparatively light, but that 
indications at least of good business on higher grade items 
can be seen. One large pottery, indicative of the general 
trend, is working on a 70 per cent production schedule 
and is thus producing approximately enough ware to care 
for incoming orders and specifications against contracts. 
With the average jobber covered until some time in March 
on staple bowls and tanks, new business in these cannot 
be expected to reach large volume until about April 1. 
Prices are not changed. Deliveries may be had as wanted. 

Plumbers’ Brass Goods 

Wholesalers are reported to be showing interest in 
quotations on staple items of tubular goods, with the Pitts- 
burgh section especially active, according to one manufac- 
turer. Other makers are less optimistic. Cast brass manu- 
facturers find better demand than a year ago, principally 
for immediate shipment. Prices have not been changed. 
Deliveries are not delayed. 

Range Boilers 

Sluggishness is still the main attribute of the range 
boiler market, with wholesalers ordering no more than 
is necessary to fill early requirements. Prices have not 
changed since last week, the average wholesaler still being 
protected by orders placed late in 1926. Deliveries can be 
made promptly. 


Boilers and Radiators 
Manufacturers continue to report a slackness in de- 
mand, despite the recent decrease made in prices. Current 
needs not being heavy, neither contractors nor wholesalers 
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are buying in any considerable volume. Prompt deliveries 
can be made. One other large maker issued a new dis- 
count sheet during the week carrying a reduction in 


-NEW ENGLAND 


Considering the periodical inactivity which prevails in 
the plumbing and heating industry, it is pleasing to sense 
the feeling of optimism which is evident on the part of 
the majority of manufacturers, wholesalers and contrac- 
tors in this territory. It is reported from some sources 
that business has been better during this January than 
during the first month of 1926. Others, whose volume has 
not been so heavy for the month, find consolation in the 
respite which is granted between the end of a very active 
fall business and an expected good amount of business as 
the spring draws near. 

New England has been favored so far this winter with 
but several storms, and these of moderate proportions, 
allowing the finishing of work started several months ago, 
and even the commencement of a good amount of new 
building. Jobbing work is filling the gaps for many of the 
smaller contractors. Wholesalers report that small orders 
are numerous, which indicates that jobbing and replace- 
ment business is filling in the lean months of many plumb- 
ing and heating contractors. 

Manufacturers are keeping their stocks at a safe level 
and even though the demand is not comparatively large 
at this time, a number of carload shipments of the staple 
lines are reported. The only change in prices was effected 
by one large boiler and radiator maker, who reduced prices 
during the week. 

Soil Pipe 

There has been no marked change during the past sev- 
eral weeks. After having filled in their stocks when in- 
ventories were completed, wholesalers appear content to 
maintain stocks at a level suffrcient to meet the existing 
light demand of contractors. The roughing-in season 
does not start in earnest until April or May; therefore, 
neither contractors nor jobbers are anxious to speculate 
on their requirements to any extent. Foundries are ship- 
ping goods, in most cases, immediately upon receipt of 
orders. Prices continue firm and unchanged. 

Steel Pipe 

Steel pipe mills report a light demand, which condition 
is natural for this period of the year. Distributors are 
maintaining well assorted stocks and in quantity large 
enough to satisfy the current demand. Orders are being 
placed by both contractor and wholesaler mainly for im- 
mediate delivery. There is little future delivery business 
being contracted. The supply of steel pipe is ample, and 
shipments from all sources are being made promptly. 
Makers’ and jobbers’ prices remain unchanged. 


Wrought Iron Pipe 

Many cities and towns throughout New England prepare 
their budgets for the current year during the month of 
January, included in which are numerous appropriations 
for the water departments. Wrought iron pipe has a 
place in these appropriations and mills have been busy 
filling orders placed for immediate shipment and are also 
operating at a near maximum production to fill orders 
placed for delivery within the next several months. One 
mill reports, however, that the volume of business antici- 
pated for the month of January did not materialize, but is 
expectant of a good volume during February. The demand 
on.the part of distributors and contractors is not large. 
Stocks in the hands of both makers and wholesalers are 
ample and no price changes have been made. 
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Enameled Ware 

There are no new developments of note in this com- 
modity. The demand continues to be fair, one manufac- 
turer reporting a slight falling-off from the previous week. 
Contract work being finished is tapering-off and, conse- 
quently, jobbers are holding their stocks as low as possi- 
ble, awaiting the reopening of activities. Wholesalers are 
relying on the propinquity and complete stocks of manu- 
facturers’ warehouses to satisfy their immediate needs. 
There are but few future delivery carload orders being 
placed. Prices are unchanged. 

Pottery 

A prominent manufacturer reports that the movement 
of earthenware into New England has slowed up consid- 
erably during the past week. Shipments from various 
sources are still coming into this territory on contracts 
made several months previous. Wholesalers are still 
drawing lightly on contracts which were made with man- 
ufacturers covering their requirements for the first quar- 
ter. Special ware is being shipped into this market in 
fair proportion. Production at potteries is about normal 
for this time of year and there are no delays experienced 
in shipments. The demand from wholesaler and con- 
tractor appears to be slightly downward. Prices are 
steady, no changes having been announced. 


Plumbers’ Brass Goods 

There is a noticeable upward turn in the number of 
orders being placed with makers for delivery within the 
next several months. For the present numerous small 
orders are tending to keep the factories busy in their 
shipments. Prices are generally firm, there being slight 
concessions to wholesalers and to the plumbing trade for 
quantity purchases. Stocks at factories and in the jobbers’ 
warehouses are in good shape and immediate deliveries 
may be had on all staple lines. 

Range Boilers 

An appreciable increase in the volume of business re- 
ceived by manufacturers has been recorded during the past 
week. Less than carload lot shipments have been notice- 
ably strong and one maker reports that his local deliv- 
eries have improved greatly. While jobbers are not as a 
rule contracting for future requirements, there are re- 
ported fairly good bookings for the months of February 
to April, inclusive. Consistent with the light demand 
from the plumbing trade, wholesalers are not stocking 
heavily and deliveries from manufacturers are being made 
promptly. Prices are steady and unchanged. 

Boilers and Radiators 

Manufacturers report little change over last week. The 
heating season seems to have terminated earlier than 
usual, although one factory states its sales, especially 
on radiation, are very good. Neither jobber nor con- 
tractor is committing himself to future specification. Fac- 
tories report good stocks on hand with their local ware- 
houses offering prompt deliveries. A new discount sheet 
was issued by one large maker carrying a reduction in 


PACIFIC COAST 


January business on the Coast is up to expectations and 
normal for this period of the year, with business better in 
some jobbing centers than in others. The general outlook 
for 1927 continues favorable. Ample rains in California 
assure the rural districts of generous crops and business 
conditions, as a whole, are good. 

Soil Pipe 

The demand for this commodity continues mostly in 

small lots for immédiate requirements and distributors, 
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generally, have no difficulty in meeting this demand from 
stocks on hand. Jobbers’ prices to the trade remain un- 
changed. 
Steel Pipe 

There continues a light demand for this commodity, 
which, however, gives indications of increasing as new 
work commences to open up. Stocks in most distributors’ 
hands are ample and there is a good amount of tonnage 
en route to jobbers’ stocks from mills. Prices to the trade 
remain unchanged. 

Enameled Ware 

Demand for this commodity is fair. Most distributors 
have sorted-up their stocks since the first of the year and 
prompt deliveries can be obtained on nearly all items. 
During the week most Northern California jobbers re- 
duced their out of stock prices about 10 per cent. 

Pottery 

Distributors have no difficulty in meeting the light de- 
mand for this commodity from stocks on hand. Most 
distributors have good stocks and prompt deliveries can 
be obtained from Coast potteries. During the week most 
Northern California jobbers reduced their out of stock 
prices on staple closet combinations about 5 per cent. 

Plumbers’ Brass Goods 

A fairly satisfactory demand continues, but when dis- 
tributed among the many dealers the individual firms’ 
sales are not large. Prices remain unchanged. 

Range Boilers 

The demand for this commodity, while not large, con- 
tinues to be steady. Distributors, generally, have ample 
stocks. Prompt deliveries can be obtained from manu- 
facturing sources. Prices to the trade remain unchanged. 
In California the sale of storage and automatic type 
heaters continues to increase. 


The Maal Mather 


Average Average Average 
Jan. 31 Dec., 1926 Oct., 1926 1926 
PIG IRON— 
No. 2 foundry, Chicago, 
oo Per $20.50 $21.00 $21.00 $2 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 


to 
a 
o 


bergen, DOr Ib... <r 1.90¢ 1.90¢ 1.90¢ 1.89¢ 
Blue annealed_ sheets, 
No. 10, Pittsburgh, per 
Si pahe tee wean seco Bae 2.35¢ 2.35¢ 2.40c 
Black Sheets, No. 24, 
Pittsburgh, per lb.... 2.90c 3.05¢ 3.05¢ 3.17¢ 
Galvanized sheets, No. 
24, Pittsburgh, per Ib. 3.75c 3.90c 3.90c 4.30¢c 
TIN— 
oo ee 65%c 
COPPER— 
Prime Lake, f. o. b. re- 
MD Bxvdcdelwiccvens 13.25c 
Electro, delivered ..... 13%c 
LEAD— 
DD S\Scesskewnsn od 7.40c 


The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per Ib. 
Aluminum clippings....21 ¢ Caper, Hees sisscan.. 3s 944e 
a ee 60 e¢ Copper, uncrucibled 
Pe i viab es aciow 6%c re er 10%c 
Brass, heavy mixed.... 7\c Faucets and valves..... 8%ec 
SE ANON Sskewe ves swsd 9%ec ae eee 6c 
Copper, crucible ....... ll c Solder joints .......... 10%e 


NOTE: Prices are those quoted on Monday of this week. 





The Walker Plumbing Company, 711 N. Hudson street, 
Stillwater, Okla., has been awarded the plumbing and 
heating contracts on the $90,000 Harper County court 
house at Buffalo, Okla. 
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The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 








Par 1927 
Value High Low Quotations of January 31, 1927 * Bid Asked Last 
25 115144 11014 American Radiator Co., com. : A 110% 111 1105, 
100 134% 13414 American Radiator Co., pfd.. A 134 im 13414 
50 4744 4684 Anaconda Copper Mining Co. A 474% 47% 47% 
NP 38% 3614 Brunswick-Balke-Collender Co. A 365% 36% 365, 
NP 47% 42. A.M. Byers Co., com.. AGF 44 46 463 ¢ 
100 106 106 =A. M. Byers Co., pfd. .A&F 101 103 106 
100 116 116 Century Electric Co., COMm.........00.-2620050G coves 120 116 
100 106 100 Century Electric Co., pfd......... ; , aac | 
50 4444 4374 Chicago Nipple Mfg. Co.,“‘A’”’... vecseee-B 444% 445% 4414 
50 33 31 Chicago Nipple Mfg. Co.,“B”’ Se 334% = 33 
2 «52 50 Crane Company, com....... : .C 80 51 5014 
100 118 11714 Crane Company, pfd........ coke ee ae Lessee 118 
100 §=89 841% Detroit Brass & Malleable Works.............D ..... 89 89 
20 27% #2684 Eagle-Picher Lead Co..................00000- I 2634 26% 2634 
NP 42% 3914 Fairbanks, Morse & Co., com................. A 40 4034 40% 
100 108% 108 Fairbanks, Morse & Co., pfd........ A 108 110 108% 
NP 225 210 Johns-Manville, Inc........... B 218 223 220 
100 10044 100 Jones & Laughlin, com................ .-F 95 100 100 
100 119% 117 Jones & Laughlin, pfd......................6. F 115 sceaw ee 
10 19%4 16 Michigan Copper & Brass Co................. D 18% #19 1854 
100 168 16214 National Lead Co., com.... pate k SER GE A 162% 163 16214 
100 11834 11734 National Lead Co., pfd..............0.000000- All7) 118 118 
100 103% 102 Ohio Brass Co., pfd............ r .....-H 99144 103 102 
NP 84% 17714 Ohio Brass Co.,““B”...............ecceeeees H 84% 86 8414 
NP 1234 12 Pacific Steel Boiler Corp... B 12 124% 12 
100 108 103 Penberthy Injector Co., pfd. D 100 104 103 
25 on . Pierce, B. & P. Mfg. Corp., com... U 2 30 27} 
100 101 100 — Pierce, B. & P. Mfg. Corp., pfd...... U 101 103 101 
NP 23 2114 Richmond Radiator Co., com. B 21% 22 21% 
NP 49 47 Richmond Radiator Co., pfd. ; ee ee 474% 47 
100 ere a ee Aiskoneee U_ 55 65 65 
25 «(96 90 Standard San. Mfg. Co., com...............45 F 90 95 96 
100 . Standard San. Mfg. Co., pfd.................- | eee 115 
100 . «+.» Trenton Potteries Co.,com..............0.005 U 45 55 47 
100 . Trenton Potteries Co., pfd...............2+005 U 95 105 99 


100 228% 202 U.S. Cast Iron P. & F. Co.,com.............. 
100 115 1137% U.S. Cast Iron P. & F. Co., pfd.............. 
NP 42 41 U.8. Radiator Corp., com..................0- 
100 101 101 U.S. Radiator Corp., pfd...............0.00+ 
100 624% 5634 U.S. Rubber Co., com...... NE ere 
U. 
U. 


209 «211 + =210% 
113% 114144 113% 
41% 42 42 
100 100% 101 
59% 59% 
10734 107% 107% 
156% 157 157 
130 con 00 
184 19% 18% 
144% 15% 15 


100 110 107K IE RIO cccvssccews dus steeaowe 
100 159%4 15314 . Steel Corp., com..... 
100 13054 129 U.S. Steel Corp., pfd...... 
NP 2034 18 Walworth Company Senuewenietvatees 
NP 1534 15 Williams Oil-O-Matic Htg. Corp........... ; 


Ss 
8. 


Q>>>>>yu>p> 
ao 
oS 
co 
_ 


| ae J BG Well Ms, Oatws....ccicccscescesccscsccc te SM. 6 5% 
NP 90 8654 Youngstown Sheet & Tube Co...... ...e A 864 865% 86% 


*Where listed— 
A—New York Stock Exchange F—Pittsburgh Stock Exchange 
B—New York Curb Exchange G—St. Louis Stock Exchange 
C—Chicago Stock Exchange H—Cleveland Stock Exchange 
D—Detroit Stock Exchange I—Cincinnati Stock Exchange 
E—Boston Stock Exchange U—Unlisted Stocks 





Douglas T. Beatty Passes Away 

Douglas T. Beatty, 32, production superintendent of 
the American Cast Iron Pipe Co., of Birmingham, Ala., 
died January 15. Mr. Beatty was born in Atlanta, Ga., 
and came to Birmingham 20 years ago. He started work 
at Acipco as an apprentice, and was in charge of the new 
centrifugal pipe plant at the time of his death. He is sur- 
vived by his parents and a number of brothers and sisters. 





Architect W. Whitney, 6951 Green street, Chicago, is 
drawing plans for a new $500,000 theater to be built in 
Sandusky, Ohio, by W. Seitz. 


F. A. Clegg & Co., Louisville, Ky., have the contract for 
the heating and electrical work on the $500,000 fireproof 
Dartmouth Hotel in that city. 

The Redmon Heating Co., of Louisville, Ky., was 
awarded the heating and ventilating contracts on the 
new girls’ dormitory at Eastern Kentucky Normal in 
Richmond. 


The First Christian Church of Brownwood, Tex., has 
plans under way for the construction of a new edifice of 
brick and concrete to cost $75,000. 
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Co-operate to Sell Gas Appliances 
(Continued from Page 20) 


system and how the water heating load will affect the 
system as a whole. Under a good co-operative working 
agreement between the local gas company and the local 
plumbing and heating contractor the physical conditions 
prevailing at the customer’s location will be previously 
discussed and the most desirable appliance or equipment 
installed. The net result will be that the new customer 
will obtain uniform and satisfactory water heating with- 
out affecting his neighbors, nor they him, even in small- 


main, outlying districts. 
“The gas company has constant and continuous contact 


with its customers and must stand prepared to render 
service long after the plumber or contractor has com- 
pleted the job. In the interest of good and continued 
service and satisfaction, only the proper installation 
should be made for a given situation. The means for 
securing and maintaining such contact between the gas 
company and plumbing and heating contractor are readily 
available and tend to promote harmonious relations. 

“Gas-fired central house heating systems represent an- 
other fast growing utilization of gas in which the plumb- 
ing and heating contractor is vitally concerned together 
with his local gas company. Both industries know much 
of this important subject—if their resources and experi- 
ence be pooled practically, the ultimate consumer will 
be well and promptly served to the mutual advantage 
of both agents. The effect of many house heating in- 
stallations on a gas company’s manufacturing and distri- 
bution system may be very marked and calls for engineer- 
ing knowledge and experience. Therefore the energy 
source—the gas company, and the plumbing and heating 
contractor should be in the closest accord, 


THE PLUMBING AND HEATING CONTRACTOR 

66 N CONNECTION with the physical attachments, the 

plumbing and heating contractor must perforce 
comply not only with good practice, but also with mu- 
nicipal and possibly state ordinances, rules and regula- 
tions. The gas company, too, must work according to 
prescribed regulations of piping, and in many cases flue 
connections; it must also see that main and house piping 
is adequate for satisfactory service to the consumer. There- 
fore a mutual respect for the requirements of each in- 
dustry should prevail, especially as regards safety and 
continued satisfactory service. 

“Another potential source of income to the plumbing 
and heating contractor is the piping of new houses and 
buildings. The average builder often stops short when 
he has piped a new house for a gas-fired water heater in 
the cellar or kitchen, and provided a supply to the 
kitchen range. Fireplace outlets, clothes drier connec- 
tions, laundry stoves and auxiliary lighting, as well as 
gas-fired incinerators are rarely considered; neither are 
the appliances that can be sold for such use borne in mind. 

“What has been outlined and but briefly touched upon 
is neither a day-dream nor the millenium. The lion and 
the lamb can lie down together, as was testified to by 
James S. Cassedy, past-president of the National Asso- 
ciation of Master Plumbers, before the New England Gas 
Sales Association at its Boston meeting, January 12, 1923. 
Mr. Cassedy said the plumber is willing to co-operate 
to the fullest extent. Notable New England examples 
cited were Arlington, Mass., and New London, Conn. 

“Group meetings of representatives of the local associa- 
tion of master plumbers, the local plumbing and heating 
contractors and gas company representatives have gone 
far toward ‘ironing out’ many of the difficulties between 
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WHERE a comparatively small a- 
mount of wateris required (not ex- 
ceeding 150 gallons per hour) the Deming 
Deep Well Pump, illustrated at the left, 
is an unusually efficient pumping unit, 
To insure quiet operation, the motor is 
direct connected to the working 
head by means of a worm gear 
drive. For complete information 
about this and many other types 
of Deming Pumps and Complete 
WaterSystems send forCatalogG. 
THE DEMING COMPANY 
Established 1880 Salem, Ohio 


PRODUCTS... 
“THE HUSKY BABY” 


(Richmond Adjustable Stand) 
The ideal boiler stand to stock in quantities. 
Strong—will support two or three times the 
weight of any range boiler. Adjustable— 
takes 30 or 40-gallon tank. Compact— 
knocks down for storage and shipment— 
Profitable—Priced low and sells fast. Whatmore 
could you ask? Jobbers—ask for prices. 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 


INNEAPOLIS" 


Heat REGULATOR 


oT COAL~GAS~OICL 


The, 

























FIRST in every major 
development in its field— 








41 years of leadership! 


MINNEAPOLIS HEAT REGULATOR CO. 
Established 1885 


2801 Fourth Ave. So. Minneapolis, Minn. 








JOHN SAVADIL 
Milwaukee, Plumber, 


Says: 

“We sell EverHot Heatersbe- 
cause they give real hot water 
service. I have one in my 
home alittle over a year with- 
out a single adjustment on It. 
All of our customers find them 


very satisfactory, that is why 
we sell EverHot Heaters.” 


145 
(werHlot Heater Co. 


Detwem. aichige= 
ne) /, 5 in 44 Cities 
and Canada 
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C-225-S 


The “Paladin” 


A fixture of shimmering whiteness 
with clean, sharp, pronounced lines. 
The sort of a lavatory that appeals to 
the most particular home owner. 


This Columbia product is made of 
cast iron, beautifully finished in the 
finest porcelain enamel and furnished 
witha Dpattern bow] with rear outlet. 


Your profits will be swelled by 
handling the Columbia line, and at 
the same time you will be giving your 
customers products which always 
satisfy. 


The latest Columbia catalog showing our I 
complete line will be furnished on request. 


See Our Display at the 


HOME BUILDERS’ EXHIBIT 
441 Lexington Ave., New York City 





Louisvitte, Ky. 
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the respective parties. On joint consideration the dif- 
ferences of opinion are found to disappear slowly but 
surely as both sides examine one another’s problems. 

“The plumbing and heating contractor is engaged in 
the business of merchandising his knowledge and service, 
together with appliances and equipment for many uses 
beside gas burning. The gas company is primarily in the 
business of merchandising gas. It is uneconomic and en- 
tirely unnecessary that these two complementary agents 
for rendering the most essential, as well as the most con- 
venient and comfort-giving service to mankind, should not 
be in the closest and most harmonious accord. 

“As a matter of fact, they are better acquainted than 
they often realize—in the usual community they are 
numbered among its responsible citizens—and at regular 
intervals greet each other by their given names at the 
lunch table of Rotary, Kiwanis, Lions or other civic clubs. 
Just a little further ‘clearing’ of the air, a better mutual 
understanding and a sound working arrangement will be 
of inestimable benefit to both, not only on the score of 
good public relations but in the increased business that 
will be secured. 

“We believe this business will result from furnishing 
the gas consumer with the safest appliances, the best in 
their respective field, the most economical in operation, 
and correctly installed to render the maximum possible 
service. 

“We further believe that while much has been accom- 
plished, nevertheless the ultimate utilization of manufac- 
tured gas for industrial, commercial and domestic pur- 
poses is far beyond the estimate of the average man. There 
is both profit and pleasure to be had from earnest co- 
operative efforts in a common cause and ‘no sort of busi- 
ness can get along nowadays without the closest possible 
union of all the forces with which it is or may be allied’.” 


PROGRESS BEING MADE 
ROGRESS in this co-operative movement has already 
oe made in a number of cities. The photograph at 
the beginning of this article shows a gas boiler and the 
ecard of the firm of contractors who made the installa- 
tion. 

On page nineteen we show a reproduction of a full- 
page advertisement, one of a series being run by the 
Stamford, Conn., public utility company. Note the list- 
ing of names at the bottom. These names appear on 
each of these advertisements. 

A list furnished by the American Gas Association in- 
dicates that during 1926 there were, in sixty cities, in 
Canada and the United States, and reaching from the east 
coast to the west coast, campaigns such as this in progress. 
In these cities some program of co-operation is in effect. 
The Laclede Gas Light Co. of St. Louis has issued a 
booklet called ‘“‘Modern Home Heating.’ This booklet 
gives complete information concerning gas as used for 
home heating and indicates the co-operation it offers the 
plumbing and heating contractor. 

In Illinois, Fred Finder, of Champaign, after working 
out a plan locally for co-operation between the plumbing 
and heating contractors and the utility interests, was ap- 
pointed chairman of a committee which is to work on 
the matter throughout the state. 

Indications are that this co-operation is growing and 
it is hoped that, by working with the national conference 
committee, local committees will in time have worked 
out a program of co-operation with the local utilities 
companies which will result in more business (bearing 
in mind the merchandising campaign to be undertaken 
by the American Gas Association) and a friendly spirit, 
all of which will be to the advantage of the members of 
the industry. 














February 5, 1927 DOMESTIC ENGINEERING 71 


ant | 
+95 
aa 


oy : as A f 
Sex weeS Yond 














by see % rae Xs on Ao 
Sui: ae Ree 
Q 


‘) vA iat 
: — 































ANFIELD Diamond A 
Tank Balls are de- ¢ 
signed to prevent leak- 
age. They will reduce ‘ 





your customer’s water 
bills. They are the result : 
of thorough knowledge __}}: 
of manufacturing and : 


years of study. 


Try and keep a good 
} supply of the various 
sizes on hand at all times. 





We sell to jobbers and 
manufacturers only 


The H. 0. Canfield Company 


BRIDGEPORT, CONN. 
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HE trade needs no introduction to ‘Stasco”’ 

Seats. Neither do thousands of American home 
owners. But there are yet other thousands who 
need “Stasco” Seats. They are the ones who will 
be reached by ‘‘Stasco” advertising. 


During 1927 we will concentrate on the better class 
householders — the kind of people who own their 
homes and are proud of them —the prosperous 
citizens who realize the need of the most modern 
plumbing — the plumber’s best and most profitable 


customers. 


To reach these prospects we are using the great 
national magazines, read almost exclusively by peo- 
ple who own their homes or expect to — House and 
Garden, House Beautiful, Better Homes and Gardens, 
Garden and Home Builder, with a combined circula- 


tion of nearly a million and a half. 


Ask your jobber to see the “‘Stasco”’ line. 
If he can’t show it to you, drop us a line. 
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Makers 


All “Stasco” Seats are abso- 
lutely guaranteed for two to 
five years (depending on style 
of finish) against cracking, 
chipping, peeling or dis- 


coloring. 





STANDARD TANK AND SEAT COMPANY 


Camden, N. J. 





Mention Domestic ENGINEERING when writing advertisers. 














February 5, 1927 DOMESTIC ENGINEERING 73 


Plumbing, Heating, Ventilating 
—and Public Health 


(Continued from Page 23) 


(5) Surface drainage is not ground for complaint un- 
less controlled or increased by water from another source 
so as to exceed the natural capacity of the stream. 

(6) Some courts have held that customs of the region 
are relevant, others that they are not. Excessive pollution 
for a prescribed period may establish the right to continue 
pollution. 

(7) In any instance such pollution as will create a 
public nuisance can be enjoined. 

(8) Prescription may be acquired to pollute a stream 
provided a public nuisance is not created and the pro- 
cedure is not contrary to state laws. 

Because of local regulations and conditions, the enforce- 
ment of legislation in regard to stream pollution varies 
somewhat in different states. The following points in this 
respect may be noted: 

(1) A state may, without compensation, curtail the 
rights of riparian owners to the use of a stream, such leg- 
islation being valid even if applicable to only a part of the 
state, provided no unreasonable or arbitrary classification 
is adopted. 

(2) Some courts have construed the statutes liberally 
in favor of the riparian owners. This has been generally 
the policy in Wisconsin. Pennsylvania and Indiana courts, 
however, have generally permitted certain pollution as 
from mine drainage notwithstanding the fact that this 
practice has been repudiated in other courts. 

(3) A state may leave to a commission or board the 
details of legislation for protection of its waters, but may 
not authorize the discharge of sewage or waste into 
streams to the injury of riparian owners since this is lim- 
ited by constitutional provisions. 

It is evident from the above that the courts generally 
concede that a certain amount of pollution is permissible 
providing no definite or material damage is done to ripa- 
rian owners. The extent of this permissible pollution, 
however, is dependent largely upon the use made of the 
stream, local conditions and customs. What might be ob- 
jectionable pollution in one instance may be immaterial in 
another and vice versa. 

Based upon questionnaires sent to the various state 
boards of health in regard to their facilities for the con- 
trol of stream pollution to which forty-two replies were 
received, the following information is presented: 

(1) In twenty-two states the control of stream pollu- 
tion is vested in the state board of health only, in nine in 
the conservation commission and state board of health, 
and in two in these two and one other body. In one state 
the conservation commission only has jurisdiction, in 
three, special boards have been appointed, and in six no 
organization has definite jurisdiction. 

(2) In twenty-three states the board of health may re- 
quire treatment of sewage or industrial waste, in four, 
this can be accomplished only through nuisance laws, and 
in fifteen such control is difficult. 

(3) In one state, plans for treatment of wastes are 
prepared for small installations by the state board of 
health, and in fifteen, plans are outlined or types of treat- 
ment suggested. In twelve states, approval of plans only 
is provided for and in fourteen the whole question of 
treatment of the wastes is left to the owner. 

(4) Only seven of the forty-two states conduct re- 
search on the problem of waste disposal or stream pollu- 


tion. 
(5) In six states, the state boards of health investigate 












IPE HANGERS 
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The Jumbo Hanger 


Full Perfection quality. 
Holds any pipe, %4 inch to 
8 inch, no matter how diffi- 


cult the service. 


SEATON &CADWELL MFG.CO, 


&stablished 1894 


CONN. 















the usual time. Practically no 
stoppage because of the absence 
of bends. Espe-ially desi:ned for 
leg or base type of tub. Write for our catalog giving full 
details of this and our other products. 


Sanitary Co. of America 
Linfield, Pa. 


7 The 
: Edelco 
~ay BathTrap 

















HUMPHREY 


Automatic Gas Water Heaters 


A type and size for 
every building from 
the skyscraper to 
the cottage. 
Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 
Kalamazoo ry Michigan 




















Full 
Waterway 


Well 


AMERICAN SANITARY MFG. CO., Abingdon, Illinois 
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DECATOR 


Home Water Supply Systems give 
a lifetime of continuous and trouble- 
proof service. The Burks Super- 
Turbine Pump, which is an integral 
part of every System, is self- 
priming, has only one moving part 
and delivers a steady stream 
against pressures up to 50 pounds 


Write for particulars NOW. 


DECATUR PUMP 
COMPANY 


632 E. Cerro Gordo St. 
DECATUR, ILLINOIS 





























The Hudson Concealed Shower | 
Body features | 


1—red brass made from ing >t melted electrically | 
2—tested against 150 lbs. water pressure | 
3—china adjustable flanges with N. P. shanks | 


4—non-cemented china handle scewed rigidly by 
china-index button 


5—ty-pass connections and union couplings 


| | HUL SON BRASS WORKS, Inc , BROOKLYN, N.Y. 














I . oat —_ ae 























STRINGER ROUGHING-IN SYSTEMS 


Save the Plumber TIME and MONEY— 


They come ready to install with no waste of material. Try 
rege in yal pen te 
complete ¥~ -y> in systems for cither 
ED PIPE installations. We have 
rom the smallest bungalow to 


Manufacturers of 

yan — or SCRE 
or any opera’ 

the tallest building. 

Write for catalog of Modern and Economical Plumbing Rough- 

ing-In systems. 


STRINGER BROS. CO., Inc. 
1100 West 38th St. ~ Chicago, IIlinois 


Factories: Gadsd Alab 
Warehouses: Chicago, Illinois, Gadsd: Alab 


TTT 


Eliminate Danger 


by installing the Donnelly Relief 
Valve in basement systems, range 
boilers, storage heaters and closed 
plumbing systems. 

We also make a complete line of 
Temperature, Vacuum and Pres- 
sure Valves, either single or in 
combination. 















































For sale by all good jobbers. 








Donnelly Manufacturing Company 
29 MILLS ST. MALDEN, MASS. 
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conditions when fish life only is affected, in four, this 
board cooperates with the conservation commission, and 
in thirty-two, it takes no part where fish life is affected. 

(6) Eighteen states reported that the present arrange- 
ment is satisfactory and twenty-four that it is not. 

These results bring out: First, that authority is divided 
in most of the states; second, that the control is indefinite; 
third, methods of control and assistance for industry are 
indefinite; fourth, that no research is being done toward a 
constructive solution of the problem; fifth, that the ques- 
tion of fish life is not being considered by state boards of 
health although the type of control is very analogous to 
that necessary to protect the health; and sixth, that al- 
though conditions are reported to be satisfactory in 
eighteen of the states, it is probable that these replies re- 
ferred specifically to control where public health is af- 
fected. 

The importance cf reforestation to the plumbing field 
and to public health is brought out in the following state- 
ments by Samuel T. Dana of the U. S. Department of Agri- 
culture: 

“From the standpoint of the water user, the tendency 
of the mountain forests to prevent erosion is of the utmost 
importance. Wherever storage reservoirs must be used, 
whether for municipal supplies, irrigation or water power, 
they are exposed to the ever-present danger of silting up. 
Every bit of soil brought down by the streams and depos- 
ited in them reduces their capacity and consequently their 
effectiveness. This sediment is serious under any condi- 
tion, but doubly so when, as not infrequently happens, no 
other satisfactory dam sites are available and the reser- 
voir cannot be replaced at a reasonable cost. 

“The action of the forest in reducing surface run-off 
tends also to regulate the flow of streams. Instead of 
rushing away in uncontrollable torrents, the water is ab- 
sorbed into the great reservoir of mineral soil, from which 
it is gradually paid out to the springs and streams. This 
tends to decrease the high water run-off. Both results are 
good. The decrease in the high water run-off means that 
there is less danger of destructive floods and less waste of 
valuable water; while the increase in low water run-off 
means that a larger supply of water is available during the 
dry season, when it is particularly needed. It is the low 
water flow that to a great extent determines the availabil- 
ity of any given supply for municipal use, so anything 
that avill increase this fiow is a factor of prime importance. 

“How much effort and money must be expended by 
western cities in obtaining a pure and abundant water 
supply is shown by the examples of Los Angeles and San 
Francisco, the first of which has considered it worth while 
to spend some $25,000,000 to bring water from Owens 
Valley on the east side of the Sierras across 250 miles of 
desolate and rugged country, while San Francisco is going 
back 190 miles into the fastnesses of the Sierras at an 
estimated cost of $77,000,000 in order to get its supply 
from the famous valley of the Hetch Hetchy. 

Some 732 western towns and cities, with an aggregate 
population of 2,265,000, depend upon the national forests 
for their domestic water supply. This of course does not 
include ranches and small settlements equally dependent 
on the forests, nor the towns and cities securing their do- 
mestic water from streams and underground supplies 
which are at some distance from the forests but which 
rise from sources within them. Denver, Colorado, Salt 
Lake City, Utah, Los Angeles, California, and Portland, 
Oregon, are conspicuous examples of large cities which are 
insured a pure and abundant water supply by the national 
forests. So important is this function of the forests that 
many communities have entered into cooperative agree- 
ments with the forest service for the better protection of 
the watersheds from which they get their supplies. 
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Why look out 
for No. 1? 


N expelling air from a steam radiator, the improved 

No. 1 “Warco”’ Air Valve is not only rapid and efficient 

—it is botherless. Designed to meet the acid test of daily 
average use, it is fool-proof and trouble-free. 


The ‘“‘Warco” No. 1 has the largest Air Port of any Radiator 
Air Valve on the market and is, therefore, the most rapid 
venting Air Valve. It completely expels the air from the 
system before the valve closes. Furthermore, the valve is 
slow to open when the air is struggling to get back as 
the steam recedes. It will therefore carry the system over 
the interval of firing. The size of the air channel insures 
the valve against clogging. It is particularly adapted to 
the severe service of an oil-burning installation. 


There is real profit in the installation, as well as sound Good 
Will in the operation of the new ‘‘Warco”’ No. 1. It keeps 
the mercury up and the fuel costs down. 


A trial will convince you. 


Write today for name of your nearest ‘‘Warco” Wholesaler and for 
attractive new folder, “Make Your Steam Installations Do Better Work.” 


W. A. RUSSELL & COMPANY 


Grand Central Terminal Bldg., New York City 
Established 1890 


CHICAGO BOSTON PITTSBURGH LOS ANGELES 


* 
" Warco’ s/s 
Air @ Vacuum 


TRADE MARK REGISTERED 
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“No. 1”---The New “Warco” No.1---Is Built To Look Out For 
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Itself ! 











The Seven Improved 
‘‘Warco”’ Valves 


“‘Warco” No. 1 Air Valve—- 
inch Side Outlet—for Radiators. 
(See Illustration). 


“‘Warco No. 2 Vacuum Air Valve 
—-inch Side Outlet—for Radia- 
tors. 


“Warco” No. 3 Air Valve—\% 
inch Bottom Outlet—for Mains, 
Coils and Risers. 


“‘Warco” No. 3 Vacuum Air Valve 
—-inch Bottom Outlet—for 
Mains, Coils and Risers. 


“Warco” No. 4 Quick Vent Air 
Valve—%-inch Bottom Outlet— 
for Mains and HV Stacks. 


“Warco” No. 5 Quick Vent Air 
Valve—%-inch Bottom Outlet— 
for Mains and HV Stacks. 


“Warco” No. 6 Vacuum Air 
Valve (Quick Vent)—%-inch Bot- 
tom Outlet—for Mains and HV 
Stacks. 
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Constructive Resolutions Passed 
by Illinois 
(Continued from Page 31) 


clusion of his talk, and considerable interest was evidenced 
in later discussions. 

A resolution petitioning the federal congress to take 
some action to relieve the economic condition of the farm- 
ers of the nation, was also endorsed. The resolution had 
previously been endorsed by the present session of the 
Illinois state legislature, and was presented by a member 
of that body to the master plumbers convention. 

Resolutions in memory of David Whiteford of Chicago, 
P. M. Murphy of Chicago, Andrew O’Neal of Peoria, de- 
ceased members of the association, and the late Mrs. 
W. G. Bergner, were adopted. Reports of the various com- 
mittees were read and approved. The budget committee 
announced a proposed budget which would leave a deficit 
at the end of the year, of four thousand dollars, and pro- 
posed to levy an assessment on the members, payable on 
December 1, 1927. After some discussion, this assess- 
ment was withdrawn, as was a proposed expenditure for 
plumbing research work. This reduced the budget so that 
it was necessary only to assess each downstate member 
one dollar, and each Chicago member fifty cents. 

Another resolution asks the Bureau of the Census to 
recognize home-making as an industry, and to secure peri- 
odically reports showing conditions in American homes. 

C. D. Brownell of Champaign, chairman of the research 
committee gave a complete report on the work of that 
committee in both plumbing and heating. His talk was 
illustrated with numerous slides and drawings, and showed 
the progress made in determining the causes of some of 
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the problems which daily confront the masters. He was 
assisted in making the report by Professor H. E. Babbitt 
of the University of Illinois. At the conclusion of his re- 
port, Mr. Brownell made a special plea for more support 
from the members of the association. He asked for moral 
support as well as financial support, and suggested that he 
would appreciate more of the former than of the latter. 

In discussing the research question, Mr. Brownell ex- 
plained that the plumbing phase would be dropped April 
30 because of lack of funds and of support. The heating 
research he hopes to see continued, and if progress is 
shown, a fund of $6,000 annually will be needed. 

John W. Follmer, chief inspector of the state department 
of registration and education, gave a talk on “Enforcement 
of the License Law.”’ He pointed out several weak spots in 
the existing license laws of the state, and suggested the 
master plumbers association prepare and present to the 
legislative bodies, a new code which will contain some 
stringent measures and provide for more drastic penalties 
for violators. He pledged the help of his department in 
bringing to justice every person who installs plumbing 
in violation of the laws of the state, and asked the masters 
to report all such violations. He promised that any cities 
or towns which have running water and sewers, but no 
plumbing code, will be made to adopt a code within thirty 
days after being reported to his department. He pledged 
his personal help wherever possible, and that he would 
have a representative call on reported violators of the 
laws, within forty-eight hours after the report reaches him. 

At the opening session of the convention, James T. 
Powers, of the Springfield association, welcomed the mem- 
bers in behalf of that organization. Mrs. C. H. Willey, of 
Springfield, welcomed the visiting ladies. Responses were 
given by Joseph W. Cannon of Chicago and Mrs. Robert 
Liss of Chicago, president of the state Ladies Auxiliary. 





New York City Office: 
30 East 42nd Street 


Not What It Eats 
But What It Digests 
Makes A Fuel Thrifty Boiler 


Every section of a Burnham gets its full share of the 
heat. 

Gets radiant heat from the top and sides of the fire. 
Gets three full helpings from the heat laden gases 
in their three-time-back-and-forth fire travel. 
Mighty little left for the chimney. 

As you’d expect, the Burnham eats less to heat 
more. 

It’s fuel thrifty, for all to see. Let us tell you more 
about it. 





e Representatives In All 
Principal Cities of the U. S. 


and Canada 


IRVINGTON, NEW YORK 
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~Ampinco 


SHOWERS 
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No. 13053 











No, 13066 


Ampinco offers such a diversity of modern shower equipments and bath 
fixtures, you are certain to find just what will exactly fill the bill. Like the 
entire Ampinco line, the two complete units pictured above are of everlasting 
brass. Exposed parts are polished nickel, china trimmed. They come packed 
complete in a carton, polished parts carefully protected. Other Ampinco 
shower heads may be used with these units if desired. For further details, 
write for catalog showing complete Ampinco line. The American Pin 
Company Division, Scovill Manufacturing Company, Waterbury, Conn. 


A SCOVILL PRODUCT 


Scovill is the name of a broad service to industry. It places acres of 
factories, forests of machinery, hosts of skilled workmen, metallurgists 
and modern laboratories at the disposal of those who require parte or 
finished products of metal. 
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PRESIDENT’S REPORT 


N HIS report as president, Mr. Hildeman discussed how 
I to get the members to assist the legislative committee 
to have the state legislature act favorably on a bill pro- 
viding for a new plumbing code, and how to keep the sale 
of plumbing and heating materials in the established 
channels. 

Not so many resolutions, but more action on the part 
of the manufacturers, wholesalers, plumbing and heating 
contractors, and the National Trade Extension Bureau, is 
one of the urgent needs, according to the report. The 
master plumbers and heating contractors must sell goods 
without labor if they are to keep abreast of. competition, 
and they must have the assistance of the manufacturers 
and wholesalers. 

The research work in plumbing and heating was lauded 
by the president, but the individual members of the asso- 
ciation were censured because of a very apparent lack of 
interest in this work. The association instituted the re- 
search work, and obtained state help, according to the re- 
port, but not a single member has sent in any problems to 
be solved. When each member was sent a card asking for 
an opinion on the value of the research work, only twenty- 
five answered, and three of them were in favor of discon- 
tinuing it. The association was urged to give the research 
work serious consideration during the convention. 

He lauded the work being done by the Woman’s Auxil- 
iary, and urged the masters in all parts of the state to 
take an active interest in that organization, and promote 
the formation of auxiliaries in cities where none exist. 

In closing he thanked his associates for the co-operation 
and help extended him during his term of office, and asked 
the members to support the incoming administration. 
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WOMAN’S AUXILIARY DONATES SCHOLARSHIP 
FUND 

N Tuesday afternoon, the annual meeting of the 

Woman’s Auxiliary was held. President Mrs. Rob- 
ert Liss presided at the meeting, and a splendid represen- 
tation was present from all parts of the state. The ladies 
voted to donate a scholarship fund of two thousand dol- 
lars, to be paid at the rate of five hundred dollars a year, 
and to be awarded the son of a master plumber in the 
state of Illinois. The scholarship will be at the Carnegie 
Institute of Technology at Pittsburgh, Pa. 

Mrs. Robert Liss of Chicago is again president of the 
state Woman’s Auxiliary; Mrs. Roy Young of Champaign, 
Miss Emma Oekel of Peoria, Miss Mamie Hirth of Belle- 
ville, and Mrs. M. L. O’Malia of Evanston were re-elected 
vice presidents. Mrs. Benjamin V'odde of East St. Louis 
was again named treasurer, and Mrs. N. J. Mergenthaler 
remains as secretary. 

At the conclusion of the convention a rising vote of 
thanks was given the committee of the Springfield asso- 
ciation for the splendid entertainment provided, and for 
the efficient way in which the convention was handled. 
The committee was composed of J. F. Murphy, C. Willey, 
John Powers, Henry Long, Harry Heron, H. Schindler and 
S. Drendel. 


MANUFACTURERS EXHIBIT WARES 
N THE sample rooms of the hotel, on the same floor as 
I the convention hall, were the exhibits of a number of 
manufacturers of plumbing and heating materials. Each 
display was attractively arranged, and in charge of one 
or more members of the sales force of the firm exhibiting. 
One parlor was occupied by the Wolverine Brass Works 
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Used where no 2” opening in boiler is avail- 


Keep Special Fittings in stock; they 
save time on all pipe line installations 
of Type F Damper Regulators. 

Type F Regulators are standard equip- 
ment on the better boilers. 


NATIONAL REGULATOR CO. 





DAM —, 
REGULATOR 


The Special Fitting for Type F (shown 


in black) takes the. place of a “Y” fitting, 
greatly simplifying installation. 
threaded openings, the two best suited being 
used and the third plugged, making it adapt- 


able to any location. 


Has three 






F-2" 
REGULATOR 





CHICAGO 


Mi 


bers 


& 


REAL STOLE TS SAS En 


nae 

















Basia Bt: gs 








80 


DOMESTIC ENGINEERING 









































P.O OOOOCOO OC OOCO SO O6OOO000 0000080800080 





0.0.0.2 OO @' O00: 0 OOO OOOO OOOCOOOD OOO PO DOO0O OO OOOO OD OOO0000 OOOO DO O0000 0000000 OOO0006 0000.0 0000000009000 0 )@'0.00' 00 O.O 0 0.06 O06660.00 08 OCC ROCCO 8 eee « 














+200 


















































Unusual Beauty 


in “Rundle White’ 


Rundle enameled ware is a dis- 
tinctive, rich, pure white —a 
color achievement your custom- 
ers will appreciate. Rundle de- 
signs are advanced and practical. 
Rundle factory standards insure 
uniformity in size and fit, make 
installation easy, enable you to 
make your full profit on every 
job. The Rundle line is com- 
plete. With it you can meet 
every requirement for quality 
fixtures at reasonable cost. 


Rundle methods of business have 
enjoyed the good will of the 
public and the trade for over 25 
years. Dealers everywhere are 
building volume sales with the 
Rundle line. Write today for 
catalog and name of jobber near- 
est you. 


Rundle Mfg. Co. 


Milwaukee, Wis. 


RUNDLE 


PLUMBERS SANITARY ENAMELED WARE 
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of Grand Rapids, Mich., which concern showed its 
line of brass goods and specialties. R. E. Larson, sales 
manager of the firm, was in charge of the display, assisted 
by B. D. Johnston and R. A. Welch. The Duro Co., Day- 
ton, Ohio, showed its line of water softeners, and water 
systems, both automatic and hand operated. H. S. Petten- 
gill was in charge of the exhibit, and was assisted in 
greeting the visitors by William Hunt. Corn cob pipes 
were distributed to the masters. 

The Mueller Co. of Decatur, Ill., showed a line of 
plumbers’ brass goods and several pieces of Mueller pot- 
tery. C. Wagenseller, P. L. Bean, George White and O. C. 
Draper officiated at that booth. In the same parlor was 
the display of the Chicago Pipethread Machine Co., pre- 
sided over by Leslie H. Taylor, president of the firm. The 
Crown Die & Tool Co. of Chicago showed a line of tools and 
stocks and dies, which were in charge of George B. Hild, 
sales manager of the company, and J. Anderson. 








Top picture: Mrs, Louis Berner and Mrs. F. H. Conroy, both 
of Bloomington.—Middle picture: Mrs. N. J. Mergenthaler, 
secretary, Women’s Auxiliary, and Mrs. Robert Liss, presi- 
dent, Women's Auxiliary, both of Chicago.—Bottom picture, 
from left to right: Mesdames S. Steffens, F. Flader, W. H. 
Gregz, George Swift, John Moore, V. J. Killian, Emil W. Coel, 
and N. J. Mergenthaler, all of the Women’s Auxiliary of the 
North Shore Sanitary Engineers’ Association 


William Clement showed the stock and dies and tools of 
the Nye Tool & Machine Works of Chicago in one booth, 
and presented visitors with cutter wheels as souvenirs. 
Harry G. Wallis of Kenosha, Wis., told about brass pipe 
as manufactured by the American Brass Co. Reiter Co. of 
Elgin, Ill., represented by D. C. Smith, sales manager, dis- 
played a water softener and filter. 

Earl E. Brown and G. C. Freeman, sales manager of the 
Chicago Faucet Co., showed the entire line of that com- 
pany’s products. The Peerless Selling Co., Evansville, 
Ind., was represented by Frank Sieffert, who showed a line 
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EAT INSURANCE!!! 


. ‘ « ¥ . 
. ‘ . 4 
ae + . . 
4 ‘, » ‘ ‘ Z . rae 
% . ¢ . ? ‘ . , 





SYPHON AIR VALVE 


Money and experience cannot make a better non-adjustable Syphon Air Valve. 


The “Dole” fills the demand for a non-adjustable, syphon, all-metal air valve— 
a valve embodying Dole thermostatic principles, quality materials and workman- 
ship and a valve that can be sold at a popular price showing a “long trade profit.” 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. 








Mention Domestic ENGINEERING when writing advertisers. 
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No, 480 
Extra Heavy 











“McR” No. 480 
A Better Built 
Stop and Waste 











H ERE’S a Stop and Waste Cock which 
will give complete satisfaction on 
your most important installation. 
Made extra heavy, from the highest 
grade of steam metal, it is guaranteed to 
stand up under all working conditions. 
The stuffing box positively prevents 
leakage around the stem, while the 
simple draining device will never get out 
of order 





Your Jobber Has It — 
Ask Him! 




















The McRae & Roberts Co. 


DETROIT, MICHIGAN @ 
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“When you are submitting specifications and 
estimates for a job, don’t forget Bead Chain. 
It’s tough, strong and a valuable addition to 
any fixture. Install it and forget it. No 
trouble, no breakage. Made throughout of 
solid nickel silver. No plate to wear off, 
exposing easily tarnished and corroded brass sur- 
faces. It’s a real chain that belongs on every 
good fixture. Put it there.’-—Bill Bead. 
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Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 
Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
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of closet combinations and toilet seats. G. Albin Nilson, 
president, and E. E. Hornung, sales manager of the Fiat 
Metal Manufacturing Co. of Chicago, showed a portable 
steel shower stall and bath tub cover. Water systems and 
water softeners were shown by W. I. Aitken, for the Vaile- 
Kimes Co. of Dayton, Ohio. Water heaters were shown 
by L. P. Eaton and J. V. Baer, Jr., of the EverHot Heater 
Sales Co., Peoria, Ill. H. G. Rossell and J. E. Lawrence 
showed the entire line of wrenches, vises and benches 
made by the Ridge Tool Co. of Elyria, Ohio. Woodward- 
Wanger Co. of Philadelphia was represented by George M. 
Durgin. 

C. W. Metcalf represented the Oster Manufacturing Co. 
of Cleveland, Ohio, and showed its entire line of power 
and hand operated pipe cutting and threading machines, 
as well as a display of tools. H. S. Ashenhurst showed 
insulation manufactured by the Universal Gypsum & Lime 
Co. of Chicago. The Havana Metal Wheel Co. showed an 
oil burner, and was represented by F. J. Dare and E. J. 
Munsch. 

Other representatives of manufacturing and wholesale 
firms who were present included John Heinkel, vice presi- 
dent of the Blake Specialty Co., Leo Mayer and Henry 
Engeling of the Josam Manufacturing Co., Larry Wilkins 
of the Walworth Co., R. J. McKay of A. M. Byers Co., 
Claud Mick, secretary and treasurer of the Leader Spe- 
cialty Co., and “Sy’’ Martin of H. P. Martin & Sons, 
Owensboro, Ky. 


South Dakota Favors T. E. B. 


Program 


(Continued from Page 37) 


successful system of credits insures successful collections 
for work done. Those elements, he said, are very vital 
to the success or failure of a business. 

George C. Hunt also presided over the joint banquet of 
the two organizations, which was held at the Commercial 
Club on the evening following the last business sessions 
of the convention. The meal, which was thoroughly en- 
joyed by all, was followed by a number of interesting and 
instructive talks, and by music, including several solos by 
Norman Mather, president of the South Dakota Master 
Plumbers’ Association. 

Norman Mather was re-elected president of the organi- 
zation in recognition of his good work during the past 
year. Andrew Trout of Rapid City was named vice 
president, and C. Emil Caflson of Sioux Falls was ap- 
pointed secretary. The officers, with H. M. Bennett of 
Clark; J. J. Inman, Watertown; C. Dresselhuys, Aber- 
deen, and Joe Vinatiere, Yankton, constitute the board of 
directors. A. D. Olding and C. E. Carlson were named 
delegates to the national convention. 


Resolutions 

Resolutions adopted by the convention are as follows: 

“Resolved: That this Association go on record as en- 
dorsing the resolution, ‘Making a Wholesaler a Whole- 
saler,’ as presented by E. D. Hornbrook of Kansas City. 

“Resolved: That this Association go on record in using 
its influence in the creation and the adoption of a State 
Plumbing Code in our State Legislature. 

“Resolved: That this Association go on record in en- 
dorsing the work of the National Trade Extension Bureau. 

“Resolved: That this Association go on record in ex- 
tending its deep sympathy in the death of our late secre- 
tary, John H. Morey of Sioux Falls, and the newly elected 
secretary be instructed to send a letter of condolence to the 
family of our deceased member. 





Fel 











February 5, 1927 DOMESTIC ENGINEERING 


Between you and that coveted contract 
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PATENTED 


March 1920 
October 1925 
April 1926 


oe price may be O.K.—your skill and ability unquestioned. 
And still you may fail to gain that coveted contract. 


What is the deciding factor that swings important and desirable 
plumbing contracts in your favor—that helps form the founda- 
tion for permanent business—that builds certain, secure profits? 


Today more than ever before architects, building contractors 
and home builders are awarding plumbing contracts on the 
basis of reputation. They are definitely favoring the plumbing 
contractor who has established a solid reputation 
for quality workmanship —a reputation for installing 
equipment and fixtures that are up-to-date—modern 
in appearance—that contribute beauty to the bath- 
room and that express taste and refinement. 


The Plumbing Contractor who joins forces with 
Republic Brass is assured not only of quality mer- 
chandise, but an installation that is modern and 

correct in design, strikingly beautiful in 7" ‘«* # 


every piece of 


appearance and sound in construction. Link 2", 


Illustration above shows Republic 1230-C f : $ ‘ ; 
Two-Way Service Control Bath and Shower : modirn plum 
Fixture with Trip Lever Drain. All working your orces with a progressive organization “ 

parts of drain accessible through overflow head high class work 


in tub. No panel doors required. The Republic C7 he Repustic Brass Co. + Cleveland, Ohio auaticy ma 


Integral Stop Valve insures greater conve- 
nience by providing forstopping of water supply 
ata single valve independent of the fixture. Canadian Distributors: The James Robertson Co., Montreal, Que.—Toronto, Ont. February 9 
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Born of 25 years of engineering skill, dependable quality wil uninterrupted service. 
Years after installation FROST QUALITY is reflected in performance and beauty. 
Our reputation of today is the result of many years of “Keeping faith.” 
Specify FROST Equipment if You Demand the Best 
THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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“Resolved: That this Association go on record in en- 
dorsing the resolution presented to the National Associa- 
tion in the adoption of the Hoover Code. 

“Resolved: That this Association go on record in en- 
dorsing the work done by the National Women’s Auxiliary 
and endeavor in establishing a State Auxiliary in the State 
of South Dakota. 

“Resolved: That this Association go on record in en- 
dorsing the work done by the Apprenticeship Committee 
and use its influence in promoting apprenticeship training 
in the State of South Dakota. 

“Resolved: That this Association go on record in ex- 
pressing its sincerest pleasure in behalf of those who 
helped the Association in conducting such a successful 
convention and that letters of appreciation be sent by the 
secretary to the Plumbers Trade Journal Publishing Co. of 
New York City and ‘Domestic Engineering’ of Chicago for 
sending us men to report and assist us in association work. 

**Resolved: That this Association go on record in asking 
its members, who may possibly do so, to attend the Na- 
tional Convention, which will be held in the city of Min- 
neapolis, June 21, 22, 23 and 24. 

“Resolved: That this Association go on record in en- 
dorsing the work done by the National Association in pro- 
moting the work done by the Scholarship Committee at 
Carnegie Institute of Technology at Pittsburgh.’”’ 

: The Attendance 

Among the members present were: Norman Mather of 
Sioux Falls, Andrew Trout of Rapid City, John Geise of 
Mitchell, Geo. C. Hunt of Huron, C. L. Breedlove of Madi- 
son, H. M. Bennett of Clark; J. J. Inman, A. S. Luck, 
E. B. Wagner, J. P. Kinsley, E. D. Little, all of Water- 
town; C. E. Carlson of Sioux Falls, E. M. Engfer of Mil- 
bank, A. D. Olding of Redfield, H. J. Peets of Eureka; 
C. Dresselhuys, Moser and Weber, Kelly Plumbing Co., 
C. W. Rand, M. Bullock, W. B. Jefferies, Carl Risager, all 
of Aberdeen. . 

Among the visitors were: Paul Sherbourne, Cochran- 
Sargent Co., Sioux Falls; Herb Sweet, Johnson Service 
Co., Minneapolis; Maurice Bjerken, Hoffman Specialty Co., 
Minneapolis; Harold Strand, Central Supply Co., Minne- 
apolis; William W. Hughes, Minneapolis; Jack Rowland, 
Crane Co., Aberdeen. 





CORRECT HEATING INSTALLATIONS SHOULD KEEP 
THE AIR CLEAN 


When an industrial community realizes that keeping 
the air clean is a project of similar magnitude to keeping 
streets clean, providing clean water, removing city waste 
or guarding the moral atmosphere, then there may be 
hope of success in smoke abatement, states O. P. Hood, 
chief mechanical engineer, Bureau of Mines. “We usually 
think of the project in too small terms,’ continues Mr. 
Hood. “It is thought of as is the dog catcher or the boiler 
inspector—a matter of a man or two, a job or two, and 
a small appropriation of variable and uncertain amount, 
to be abolished in a fit of economy and re-established 
under pressure of a vigorous minority. 

“Even so, it is surprising how much is obtained for the 
effort; but the community is rarely satisfied, for the job is 
bigger than it was conceived to be. Continuous, never- 
ceasing effort is required to clean up a smoky city. A few 
months of relaxation and some years of effort are canceled. 

“It is useless to look for a spectacular cure. Success 
comes only after long-continued, highly skillful effort. 
When a new plant goes in and it proves to be a smoker, 
remedying the condition is difficult. The community will 
probably have to stand smoke for a long time while the 
owner spends money temporizing with weak expedients, 
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TRIPLEX 


Shower and Tub Fixture 


(Several Patents Pending) 





















































A complete line of this popular 
fixture shown in our supple- 
ment catalog. 


Ask your jobber or write for copy. 





MANUFACTURED BY 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U.S. A. 
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9 Big Features of the 
Stevens Automatic Dam- 


. Protects against fire. 

Saves coal. 

Saves the Heater. 

Insures efficiency for the heater. 
Durable. 

Simple. 

Keeps house at even heat. 
Absolutely guaranteed. 

. Low price. 

Write today for further details. 


Distributed by 


09 Bo pom 







26 Cortlandt St. 








ESTABROOK 
DOUBLE TY TRAP 


Designed for use where install- 
ing fixtures on opposite sides 
of a partition. Pattern shown has two 2-inch 
top vents and one 1-inch outlet. Other pat- 
terns in stock. 











Write for catalog. 


R. ESTABROOK’S SONS 


204 First St., So. Boston, Mass. 














UNCONDITIONALLY GUARANTEED 


> ARROW > 


TRADE MARK 





emma 
“QKRZP 


PNEUMATIC — STORAGE— SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Clare and Kioman Sts. Baltimore, Md. 


Haas 


Flush vee for use in apetignion wi wage 
all styles of bowls for all classes 
service to operate under low or Nigh 
pressure water supply. 


Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 

















per and Heat Regulator 


The Stevens Specialty Co. of N.Y. 
New York, N. Y. 
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finally arriving at the conclusion that ‘it can not be done.’ 
The remedy is to provide such engineering oversight of 


new installations as to insure a nonsmoking plant to begin © 


with. This can be done. It may mean changes in build- 
ing plans, a larger investment, a greater responsibility of 
management, a more intelligent operation, but these things 
are the price of clean air. The higher grade of installa- 
tion usually pays well by reducing running expenses. It-is 
of little use to complain of smoky stacks and allow new 
ones to be added daily. It is not often that smokelessness 
is one of the main objectives in an installation. Capacity, 
convenience, efficiency and low cost come first, with a weak 
but laudable hope that smokelessness can be had also at no 
increase in cost. This order must be reversed in the public 
mind if we are to have clean air. Smokelessness must be a 
first requirement. These simple illustrations indicate that 
successful smoke abatement is a problem requiring high 
technical ability, the administration of a difficult human 
problem, a change in attitude of a community, willingness 
to wait for results, and readiness to pay for continuous, 
long-time effort free from political control. So far we 
have not found this combination, so that results are incom- 
plete. 

“There is a great waste of ineffective effort in smoke- 
abatement agitation that gets nowhere because of a lack of 
vision as to the kind of job it is and an unwillingness to 
pay the price. Engineers believe that it can be done, and 
at a price not out of proportion to its worth.” 





WE MAY USE BY-PRODUCTS OF COAL FOR HEATING 

Many progressive plumbing-heating contractors are 
keeping track of the progress that is being made in the 
low temperature distillation of coal. Various coal experts 
call attention to the present wasteful method of burning 
raw coal and predict that sooner or later coal will be 
broken up and that the parts will be much more valuable 
than the coal in its original form, and that some of these 
parts may be used as refined fuels for heating. 

The quantity and quality of the carbonization products 
of coal depend on the type of coal used and the heat treat- 
ment the coal receives in the process, states the Bureau of 
Mines, Department of Commerce. High-temperature proc- 
esses yield hard cellular coke and crack the primary tars 
into fixed gases, aromatic light oils and viscous tars con- 
taining phenols, cresols, anthracene, naphthalene and 
other aromatic compounds. Low-temperature processes 
yield softer semicoke, which retains 7 to 15 per cent of 
volatile matter, and also yield uncracked and but slightly 
decomposed primary tars and oils containing paraffins, 
naphthalenes, cresols, xylenols and higher phenols. The 
volume of the gas is only one-fourth to one-third that ob- 
tained in high-temperature coking, but the calorific value 
per cubic foot is almost twice as high. From both processes 
the quantity of light oil suitable for motor fuel is about 
the same, but the composition of the oil is quite different. 
The low-temperature process yields saturated and unsat- 
urated paraffin, hydrocarbons, napthalenes and complex 
aromatic hydrocarbons; the high-temperature process 
yields benzol, toluol and xylol. 

These comparisons apply to externally heated retorts. 
Internal heating dilutes the light oil vapors to a point 
where recovery is impracticable by present methods and 
produces large volumes of gas of low calorific value. 

Results of observations of various processes for the low- 
temperature carbonization of coal are contained in Bureau 
of Mines Technical Paper 396, by A. C. Fieldner, which 
may be obtained from the Superintendent of Documents, 
Washington, D. C., at a price of 15 cents. 
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ACID RESISTING 


PIPE FITTINGS OF BRONZE 
for Process Piping 
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We manufacture a line of Pipe Fittings for 
resistance to various commercial acids. These 
fittings are available in screwed and flanged 


patterns. 





Because of our “Complete Pattern Equip- 








a 


ment”, there is no Pattern charge, except for 
“Special” Fittings. 





Exhaustive Tests, both Laboratory and Service, 
have enabled us to recommend to acid users, 
the proper metal for each particular condition. 
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P. S.—We manufacture regularly and in quantity, Red 
Brass, Flat Band Fittings, Flanges and Flanged Unions 
—standard and extra heavy, for use with Steam, Water, 
Gas and Oil, also Hydraulic Bronze Fittings, 250 pounds 
to 1500 pounds pressure at 500° F. 
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American Manganese Bronze Co. 


“Founders and Metallurgical Engineers’’ 


Holmesburg -- Philadelphia 


New York -- Cleveland -- Pittsburgh -- New Orleans 
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Tl: “Be sure to specify A. M. B. Fittings’’ & 
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BLUE RIBBON 
Heating and Plumbing Specialties 


The Blue Ribbon line of pressed steel, nickel plated 
floor and ceiling plates have the same reputation for 
careful design and workmanship that Blue Ribbon 
Nipples have. They are made with the same care 


Blue Ribbon Hanger pe — 
and vigilant supervision. 


Ring 
Blue Ribbon Hanger Rings and Blue Ribbon per- 
forated Hanger Bar Iron make it easy for you to 


make your own pipe hangers of any length for any 
piping. 





“erie ‘6: ‘exie) e010) e © @ © © © «© 
“i. Sie se pag eae es = 3 
Blue Ribbon Perforated 


Hanger Bar Iron Blue Ribbon Flat Head Lag Screws are correctly 
tapered to make starting easy and deep threads 
insure carrying maximum load. 





Assembled Pipe Hangers with Screw Eyes, made 
Blue Ribbon Flat Head under the Blue Ribbon Label, may be had in sizes 
Lag Screw for all jobs. 





Blue Ribbon Assembled 
Pipe Hanger with Screw 
Eye 


CHICAGO NIPPLE MFG. CO. 


BALTIMORE CHICAGO LOS ANGELES 
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Practical Problems——No. 23 
$3 paid for acceptable ideas 














THE STEAM TRAP 
Ts insure fairly dry steam at points some distance 
from the boilers, especially where a line passes 
from one building to another, a steam trap at a 
low point in the line is a necessity. 

The accompanying illustration shows a trap in sec- 
tional detail. To make such a trap for a 4-inch line, 
for instance, a piece of 6-inch standard pipe was cut 
18 inches long. Then two diametrically opposite holes 
were cut near one end (top of trap) and 4-inch nipples 
welded in. The bottom of the trap was closed with a disc 
cut from %-inch boiler plate and welded in. A nipple 
and a gate valve for blowing off condensate and sediment 
were then welded in a hole cut in this bottom. Next, a 
vertical baffle 16 inches long and of a width equal to the 
inside diameter of the trap was cut from a %4-inch boiler 

















A welded steam trap 


plate. Semicircular fins were then cut from scrap sheets 
and welded to the vertical baffle pointing downward at 
an angle of 45 degrees. Finally, a disc was cut to close 
the top of the trap, the vertical baffle welded to it along 
the dise’s diameter, slipped in place, and the top welded 
down. 

The finished trap was then put into the line by remov- 
ing a piece from the latter with a cutting blowtorch, 
and welding two joints, one at each 4-inch nipple. 





HEATING AND PIPING CONTRACTORS NATIONAL AS- 
SOCIATION TO MEET AT WEST BADEN 

Announcement has just been made that the thirty- 
eighth annual convention of the Heating and Piping Con- 
tractors National Association will be held at West Baden, 
Ind., June 1-4, inclusive. The West Baden Springs Hotel 
will be convention headquarters. The convention com- 
mittee is already working on the program to be presented, 
and asks that members send suggestions to the national 
headquarters at 50 Union Square East, New York City. 
However, it has already been definitely decided that three 
of the main events will be the discussion of certified heat- 
ing, the report of the boiler output committee and the work 
of the standardization committee. 
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THE INCOMPARABLE 
NIEDECKEN SHOWERS 
The Shower That Is Giving Con- 
tinuous Satisfactory Service in 
the Largest Shower Installations 
in the World. 








N. C. 1580 


A Shower, Bath Supply and Waste 
Fixture for installation in *connection 
with the Built-in Bath Tub. The in- 
stallation for Residence or Apartment. 


THE 
NIEDECKEN MIXER 
Is The Supply Control 
NOTE THE EASE OF ACCESSIBILITY 





Cover removed, 
giving access to 
valve discs and seats. 


Dial removed. The 
only tool required 
to take the IXER 


apart is a screw-driver. 





Replacing valve seats. 
The few parts subject to wear can be readily re- 
placed even after years of use, making it Everlasting. 
The Mixer can be set to a fixed maximum tempera- 
ture preventing waste of hot water. 


Write for Bulletin D. 10X 
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CAB CO MRADIATOR 
Gas-Steam 
Radiators 











CABCO GAS STEAM 


STANDARD RADIATOR RADIATOR 























Send for our Bulletin 
No. 11 — Learn the 
whole Cabco story. 

















Cabco will save your customers money — 
when mild days make boiler heat too expen- 
sive—a Cabco Radiator furnishes instant 
heat whenever it’s needed. And in cold 
weather the Cabco Radiators function as 
part of the regular heating system. 


CABCO IRON WORKS, INC. 


GOWANDA, NEW YORK 














Badger Reputation 


is based on performance 


Any Badger performance can be traced directly to Badger design 
and construction. 


For example, Badger rivets special heads, thoroughly sweating them 
to the shell. All water touched surfaces are carefully tinned. Every 
Badger copper boiler must pass a rigid hydrostatic test before 
shipment. 


It costs more to build boilers this way, but Badger reputation has 
been built on the good will of long, carefree service and Badger will 
not sacrifice either by jeopardizing quality. That’s why it’s economy 
to specify Badger. 


E. B. BADGER & SONS CO. 


75 PITTS ST. BOSTON, MASS. 


New York: 101 Park Ave. Toledo, Ohio: Ohio Bldg. 
Tulsa, Okla.: Mid-Continent Bidg. 
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ROCHESTER MASTERS HONOR FRED E. FLADD AND 
MORTIMER A. DUMOND AT TESTIMONIAL DINNER 
Fred E. Fladd and Mortimer A. Dumond were the 
guests of honor at a dinner given by the Rochester Master 
Plumbers’ Association, at the Hotel Powers in Rochester, 
N. Y., on the evening of January 26. Mr. Dumond is the 
retiring president of the Rochester Association, while 
Mr. Fladd, who has been active in the association for the 
past twenty-seven years, serving as secretary of the local 
association for some years past, is retiring from the asso- 
ciation, having become associated with the Mohawk Sup- 


ply Co. of Rochester. 


Mr. Fladd was formerly president of the New York 
State Master Plumbers Association, also active in the 
national organization, having served for many years as 
chairman of the Educational Committee of that body. He 
was president of the Rochester Plumbers’ Examining 
Board, serving under Mayors O’Neil, Van Zandt and 
Edgerton. He is widely known to the plumbers of the 
state and the nation. 

Harry Bareham, secretary of the local board, did the 
honors as toastmaster at-the dinner. Mr. Fladd and Mr. 
Dumond were each presented with an easy chair, Martin 
Utz, of Rochester, vice-president of the state association, 
making the presentation to Mr. Fladd, while Louis 
Yauchzi performed the honors to Mr. Dumond. 

Guests present included: B. Joseph O’Donnell of the 
National Trade Extension Bureau; Thomas Nolan of Al- 
bany, N. Y., vice president of the National Association of 
Master Plumbers; Thomas Cronin of Binghamton, N. Y., 
former state secretary, and Edward Dalton, president of 
the Master Plumbers’ Association of Syracuse, N..Y. The 
speakers included the guests, Henry Smith, newly elected 
president of the Rochester Association; Messrs. Utz, Du- 
mond and Fladd. One hundred were present. The dinner 
was in charge of Harry Snyder, Lothar Gressens and 
Herbert Heinzle. 

















January 19, 1907 
The Southern Supply Company, of Baltimore, Md., is 
now completely settled in its new building at the corner 
of Calvert and Saratoga streets. This building is a five- 
story structure with basement, and is a finely equipped 
and commodious building. 
1907 
The first regular meeting of the Illinois Chapter of 
the American Society of Heating and Ventilating En- 
gineers was held on Monday evening, January 14, 1907, 
in the rooms of the Western Society of Engineers, 1741 
Monadnock Block, Chicago. At this meeting a report 
was received from the committee preparing a bill to be 
presented to the legislature, relating to compulsory legis- 
lation for the ventilation of public buildings. 
1907 
The Dillenberger Plumbing Company, Limited, of 
Shreveport, La., has been incorporated with a capital of 
$10,000. 








1907 





The U. S. Cast Iron Pipe and Foundry Company will 
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‘THE UNIT HEATER | 








thats 
Different 








4 poy Unit Heater is different—far advanced. 

Weighs Only "Th cee from the steam line, up out of the way. 
125 Ibs One compact Modine Unit Heater takes the place 

e of 4900 pounds of direct radiation. Two men can in- 


stall it in 30 minutes. 


CG The Modine has more prime heating surface than any 
reater other Unit Heater of equal size and weight—greater 
heating capacity. Heats and distributes over a wide area 

Capacity approximately 2000 cubic feet of air per minute. 
With the Modine Unit Heater the warm air currents are 
‘Directed’? directed where wanted. Changes in direction are easily 


and quickly made. Deflectors give vertical control ‘of 


Heating heat discharged. Modine alone offers the universal 


directional advantage. 

The Modine Unit Heater costs less than equivalent di- 
rect radiation. Is built for life-time service. Send for 
complete facts. The Modine is extensively used in dry- 
ing processes. Special information sent on request. 


MODINE MANUFACTURING CO., (Heating Division) 


acine, Wisconsin 


BRANCH OFFICES IN ALL LARGE CITIES 
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Residence of Mr. John Nyden, Architect, Evanston, Ill. C. J. McDonough Company, Heating Contractors 


—when the profession 


builds for itself! 


rm THIRTY-NINE YEARS more than forty-one 
thousand Webster Systems of Steam Heat- 
ing have been installed in hotels, schools, 
ofhce buildings—apartments and private resi- 
dences . . . In our files of completed work 
are the names of buildings of national and 
international fame . . . Yet, nothing in our 
records do we prize more highly than the 
‘long and growing list* of Webster Systems of 





The Webster Type ‘‘W”’ 


Modulation Valve 
Used with .the Webster 
Modulation System of 
Steam Heating to provide 
complete control of each 
radiator. By its use the 
radiator may be kept one- 
quarter or one-half filled 
thus meeting the most ex- 
acting requirements of 
2ach occupant. 

Let us send you Bulletin 
705-3 giving “‘Essentials of 
Successful Modulation.” 


Steam Heating installed by architects, engi- 
neers and heating contractors in their own 


homes and business properties. 


*List will be furnished on request. 


Warren Webster & Company 
Pioneers of the Vacuum System of Steam Heating 
Camden, N. J. 52 Branch Offices 
In Canada, Darling Bros., Ltd., Monireal 





- since 1888 






Systems 


ot Steam Heating 


More than 41,000 installations in America’s finer buildings 
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start the erection of a new cast iron pipe plant at Scott- 


dale, Pa. 
1907 


The Thatcher Furnace Company, of New York City, has 
just opened a branch office and warehouse at 204 Lake 


street, Chicago. 








1907 

Bridgman Bros., of Philadelphia, who recently moved 
from 19 North Seventh street to 1422-1428 Washington 
avenue, will begin this week the erection af a concrete 
building to be used as a brass foundry and machine shop. 
When the building is completed the warehouse now at 
Seventeenth and Washington avenue will be moved to this 
address. 





1907 
The legislative committee of the Indiana State Asso- 
ciation of Master’ Plumbers has drafted a bill providing 
for the licensing of plumbers in towns of over 3,000, and 
the appointment of plumbing inspectors in towns of over 
5,000 inhabitants. It is hoped to secure the passage of 
the bill at the next session of the legislature. 
1907 
The plumbing code of Havana, Cuba, went into effect 
January 9, and it is felt that it will result in very greatly 
improving the sanitation of Havana. 
1907 
Herbert S. Humphrey, of Kalamazoo, Mich., has secured 
a patent on a water heater. The patent has been assigned 
to Humphrey Company, of Kalamazoo. 


January 26, 1907 

The thirteenth annual convention of the American So- 
ciety of Heating and Ventilating Engineers was held in the 
new Engineering Building, in New York City, on Tuesday, 
Wednesday and Thursday, January 22 to 24, with Presi- 
dent John Gormly in the chair. 

190% 

The Humphryes Manufacturing Company, of Mansfield, 
Ohio, has recently equipped its enameling plant with new 
machinery and expects materially to increase its output. 

1907 

East St. Louis, III., was the scene of the fifteenth annual 
convention of the Illinois State Association of Master 
Plumbers, which convened on January 23 and 24. A large 
number of master plumbers was present. 


1907 
The employes of the Standard Sanitary Manufacturing 


Company, of Pittsburgh, Pa., on January 16 held their 
annual banquet at the Fort Pitt Hotel, in that city. 
1907 
The Borden Company, of Warren, Ohio, has broken 
ground for the erection of its new plant in that city. Work 
will be pushed along rapidly, as the company expects to 
have the plant ready for occupancy early in the spring. 
1907 
Henry Mueller, of Decatur, Ill., received patent on a 
basin-cock. The patent was assigned to H. Mueller Manu- 
facturing Company, of Decatur. 


1907 
The fourteenth annual convention of the Wisconsin 


Master Plumbers’ Association was held in the convention 
hall of the Builders’ Club, on Broadway, Milwaukee, Wis., 
January 15 and 16. Jacob Schuh, of Milwaukee, was 
elected president for the ensuing year, and G. F. Reeke 
was elected vice president. 





























1907 
On Thursday, January 10, 1907, new officers were in- 
stalled by the Master Plumbers’ Association of Newark, 
N. J. S. F. Wilson will be president for the coming year; 
H. F. Baillet, recording secretary, and F. J. Sturn, treas- 
urer. 
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In this day of rapid improvement in every field, the 
plumbing field keeps pace. For now comes a new and 


highly improved 


Automatic Electric Cellar Drainer 


The changes listed below give you in detail the extent 
of, this improvement. 


LIST OF IMPROVEMENTS: 

Repulsion Induction Motor (instead of split phase). 

Assembly 9 inches longer (or higher) 

1-inch, 30-40 carbon steel assembly tubes 

Heavier drive shaft : 

New type ‘“Penn”’ Float Switch. 

Pump Castings reinforced on lugs. ; 

Stuffing box and packing on lower shaft bearing. 

New design float and float rod (making float removable 
without disassembling pump). 


A great change you will realize at a glance, and so will 
your customers. 


Write at once for full details 


che Co. 


1036 Beaubien‘St. DETROIT, MICH. 
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Oil-O-Matic dealers 


enjoy all the prestige and 
rewards of leadership because 


the Oil-O-Matic Oil Burner has 
all the elements of leadership. 


IL OMATI C 
SN. y O HEATING 
Bloomington, Ill. 


& 


OIL-O-MATIC HEAT 
S Ra’ SP 


Mention Domestic ENGINEERING when writing advertisers. 











THIS WEEK 











AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








NEW SUPPLY HOUSE TO OPEN IN DETROIT 


Linwood Pipe & Supply Company is the name of a new 
supply house which is starting business at 14760 Linwood 
avenue, Detroit, Mich. Announcements were sent out to 
the trade with invitations to attend the formal opening 
on Wednesday, February 3. Harry C. Davidson is presi- 
dent of the new firm, and Benjamin S. Davidson is vice 


president and treasurer. 





WHOLESALE FIRM MOVES INTO NEWLY BUILT 
HOME 

A new two-story and basement building at 350-354 
Thirty-sixth street, Brooklyn, N. Y., has just been com- 
pleted and occupied by the Bay Ridge Plumbing Supply 
Co., Inc., of that city. Starting in 1904, this firm now 
operates, besides its main store, a branch house in Long 
Beach, N. Y., under the management of Herman Krupnik. 





JESSE T. DURYEA, PRESIDENT OF PIERCE, BUTLER 
AND PIERCE MFG. CORP. AND WOLFF 
MFG. CORP., DIES 

Jesse Townsend 
Duryea, M. D., presi- 
dent of Pierce, Butler 
& Pierce Mfg. Corp., 
New York City, and 
of the Wolff Mfg. 
Corp. of Chicago, and 
one of the most 
prominent figures in 
the plumbing and 
heating industries, 
dropped dead of heart 
trouble on the plat- 
form of a railway sta- 
tion at Albuquerque, 
N. M., on Sunday, 
January 30, while en 
route to California 
with his wife. He 
had been in poor 
health for some 
months and his death 
was not unexpected. 
He had therefor pre- 
pared all his business 
affairs for just such an emergency. Dr. Duryea was born 
in Manhasset, Long Island, N. Y., in 1865. He spent his 
boyhood in Brooklyn, N. Y., and attended the Bellevue 
Hospital Medical School in New York City, from which he 
graduated in 1889. 

In 1903, after having served as general superintendent 
of the public hospitals of Brooklyn and Queens Borough, 
N. Y., for several years, he forsook the medical profession 
to enter the field of business, becoming manager of the 
Colwell Lead Co. of New York, and a year later became 





Dr. J. T. Duryea 


its president. A short time later he took over the duties 
of president of the Pierce, Butler & Pierce Mfg. Corp. and 
vice president of the Kellogg-Mackay Co. of Chicago, re- 
taining a position on the board of directors of the Colwell 
company. In December, 1923, he reorganized the Wolff 
Manufacturing Corporation in Chicago and was then 
elected president of this concern, a position he held at 
the time of his death. He was perhaps best known for his 
ability to organize. His wife and two daughters survive 
him. 


THOMAS O. PERRY CALLED BY DEATH 

Thomas Osborne Perry, of Chicago, inventor of the first 
fresh water system, formerly known as the Perry fresh 
water supply system, died at his home in Oak Park, II, 
on Tuesday morning, January 25, in his 80th year. Mr. 
Perry also invented the Aermotor windmill and developed 
several devices for heat control. He was buried at Te- 
cumseh, Mich. His wife survives him. 





EDWARD L. ESTABROOK DIES OF PNEUMONIA 


Edward Loring Estabrook, widely known in the plumb- 
ing trade, particularly throughout the Greater Boston 
district, died on the morning of Saturday, January 22, 
at his home, 18 Sewell street, West Newton, Mass., follow- 
ing a short illness of pneumonia. He was a native of 
Rutland, Mass., but since his youth had been engaged 
in the plumbing supply business in South Boston, where 
the firm of R. Estabrook’s Sons has conducted its business 
for more than fifty years. His brother, Franklin, who 
was associated in business with him, died in June last year. 
UTICA VALVE & FIXTURE CO. ELECTS OFFICERS 

The annual election of the officers of the Utica Valve & 
Fixture Co., of Utica, N. Y., held on January 17, resulted 
as follows: President, Frederick S. Munger; vice presi- 
dent, Oscar W. Gridley; secretary, Frank X. Matt. Di- 
rectors: Officers, C. B. Rogers and B. M. Crouse. 


INCREASES CAPITALIZATION 

An increase in its capitalization to more than $1,000,000 
has been announced by the Handon Boiler Corp. of New 
York City. The corporation has also taken over the Hud- 
son River Foundry Co. at Poughkeepsie, N. Y., for which 
firm the corporation has been acting as sales agent. Ad- 
ditional plant facilities in various strategic parts of the 
country are also planned, to provide for an economical dis- 
tribution over a wider area. 





ROME BRASS & COPPER CO. ELECTS OFFICERS 

At the annual meeting of the Rome Brass & Copper Co., 
held in Rome, N. Y., on January 24, James J. Russell was 
elected trustee to succeed the late Howard J. Rowland, 
and Leslie A. Wiggins was elected assistant secretary and 
sales manager in place of Mr. Rowland. Trustees elected 
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are: R. G. Hubbard, Burton Haselton, F. A. Ethridge, 
J. J. Armstrong, W. W. Parry, H. T. Dyett, J. M. Read, 
H. D. Wolfe and J. J. Russell. The officers elected are: 
Burton Haselton, president and general manager; J. J. 
Armstrong, vice president; H. D. Wolfe, treasurer and 
assistant general manager; J. J. Russell, secretary; Leslie 
A. Wiggins, assistant secretary and sales manager. 
DECOURCEY CLEVELAND CALLED BY DEATH 

DeCourcey Cleveland, president of the Medina Iron & 
Brass Co., Medina, N. Y., died at the Medina Memorial 
Hospital on Tuesday, January 25, after several operations 
because of intestinal trouble. Mr. Cleveland was born in 
Short Hills, N. J., in 1876, and was educated in New York 
City. He went to Medina in 1919. For eighteen years he 
was president of the Central Foundry Co. of New York 
City, and left that concern to become connected with a 
foundry in Medina, and later took over the Medina Iron 
and Brass Co. 

The funeral was held from the late home at 1023 West 
avenue, Medina, with burial at Boxwood Cemetery. Canon 
3ird, of St. John’s Episcopal Church, of which Mr. Cleve- 
land was a member, officiated. 

DETROIT TO HAVE BETTER MERCHANDISING CON- 
FERENCE AND EXPOSITION 

In an attempt to educate the merchants in smaller com- 
munities to become better merchandisers, the Wholesale 
Merchants Bureau of the Detroit Board of Commerce, De- 
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troit, Mich., will sponsor a Better Merchandising Confer- 
ence and Exposition in that city on March 8, 9 and 10. 
The meetings and displays will be in the new Masonic 
Temple building. 

For many years members of the Wholesale Merchants 
Bureau have paid periodical visits to merchants in the 
smaller towns in Michigan, and this year the merchants 
are invited to attend the conference and exposition. 
Speakers at the conference will be men who are success- 
ful merchandisers and who will tell the other merchants 
how they achieved their success. 





TRENTON POTTERIES PRESIDENT AWARDED EM- 
BLEM AS “FIRST CITIZEN” OF COMMUNITY 

John A. Campbell, president of the Trenton Potteries 
Co., was given a most unusual and signal honor on Janu- 
ary 23 by his home city, Trenton, N. J., when he was 
awarded the Trenton Times Civic Cup, emblematic of first 
honors in citizenship. The presentation was made in the 
name of the residents of the city at exercises held at the 
Capitol theater in the afternoon, Harry Moore, governor 
of New Jersey, making the presentation speech. Follow- 
ing the ceremonies at the theater, Mr. Campbell was the 
guest of the Committee of Award and the Times at a 
dinner at the Contemporary Club, at which Former Gov- 
ernor Edward C. Stokes was the principal speaker. At 
the theater, Mayor Donnelly of Trenton presided. 

Howard L. Hughes, who presented the symposium of the 
Board of Award, outlined the reason for Mr. Campbell’s 
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Directors of the National Trade Extension Bureau and their representatives, at the annual meeting of the board at Evans- 
ville, Ind., at which time the enlarged program was approved.—Top row, from left to right: William J. Woolley, Wolff Mfz. 
Corp., Chiengo; Henry E. Longley, Wilmington, N. C.; Alexander B, Pierce, N. 0. Nelson Mfg. Co., St. Louis, Mo.; H. W. 
Seymour, Crane Co., Chiengo; Walter Kohler, Kohler Co., Kohler, Wis.; E. J. Hartman, Standard Sanitary Mfg. Co., Pitts- 


burgh, and W. K. Glen, Crane Co., Chicago.—Middle row: V. L. 


Sheldon, St. Louis, Mo.; Samuel F. Wilson, Newark, N. J.; 


A. M. Maddock, Thos. Maddock’s Sons Co., Trenton, N. J.; B. 0. Tilden, B. O. T. Mfg. Co., Trenton, N. J.; Walter Klie, Cleveland, 

Ohio; Nelson Lawnin, Edwardsville Brass Works, Edwardsville, I!l.—Bottom row: Thomas F. Nolan, Albany, N. Y.; George F. 

Reeke, Green Bay, Wis.; Joseph W. Cannon, Sr., Chicago; M. J. Beirn, American Radiator Co., Buffalo, N. Y.; Albert J. Wilson, 

president of the National Association of Master Plumbers, San Francisco; Herbert Kohler, Kohler Co., Kohler, Wis., an‘ 
William G. Bergner, secretary, National Trade Extension Bureau, Evansville, Ind, 
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selection, pointing out that it is impossible to recount in 
detail Mr. Campbell’s services to his city since he first 
came to Trenton fifty years ago, shortly after his gradua- 
tion from Princeton University. Mr. Hughes, however, 
referred to his work on the Board of Education, the Board 
of Trustees of the Free Public Library, the Board of Trus- 
tees of the School of Industrial Arts, the State Tenement 
House Commission, the Free Bridge Commission, various 
boards and committees during the World War, the War 
Memorial Committee, various church bodies and other 
public welfare organizations. He also stated that “he is 
and long has been a respected and effective leader in the 
business and industrial world, and he has contributed: 
mightily to the promotion of good will between employer 
and employee and has striven continuously for the better- 
ment of working conditions and for fair dealing in indus- 
trial life.” 
JOHN WOOD, JR., CALLED BY DEATH 

John Wood, Jr., founder, in 1868, of the John Wood 
Mfg. Co., of Conshohocken, Pa., died recently in his eighti- 
eth year. Mr. Wood retired from business in 1902, and 
his nephew, Victor Mauck, is now chairman of the John 
Wood Mfg. Co. Mr. Wood is survived by his wife and a 
daughter. 


MOVES INTO NEW BUILDING 
The J. R. S. Specialties Mfg. Co., Inc., has recently 
completed its new building in Patchogue, N. Y.,and moved 
machinery, equipment and offices to the new location. 
The new building is of fireproof construction, one-story, 
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The new building of the J. R. S. Specialties Mfg. Co., Ine., at 
Patchogue, N. Y. 


occupying a ground space 30x120 feet. It is located at 
Academy and Ryder streets. Through the new facilities, 
the capacity of the company will be increased approxi- 
mately 25 per cent, James R. Smith, the president, states. 





Cc. A. DUNHAM CO. HOLDS SPECIAL SALES 
CONFERENCE 

Members of the sales force of the C. A. Dunham Co., 
of Chicago, came from all parts of the United States, the 
Dominion of Canada, and from London, England, to attend 
the special sales conference of that company at the home 
offices on January 14 and 15. A. J. Asshetion was the 
champion long distance traveler, having come from Lon- 
don. The business sessions of the conference were held 
in the assembly hall of the Dunham building, and the 
various luncheons and dinners given in connection with 
the meeting were served in private dining rooms at sev- 
eral hotels. 

C. M. Brigham was general chairman of all of the con- 

















“AMERICAN” 


Waste Pipe Cleaners or Snakes 


go around the sharpest bends and go clear through. Their 
construction gives them just the right balance between 
flexibility and rigidity that does the work. Note the con- 
venient cerrier furnished with each cleaner. 


“American” Pipe Tools are Quality Pipe Tools at correct 
prices. Write for catalog. 
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AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 























ference committees. His co-workers were W. G. Johnson, 
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MECHANICAL PERFECTION 


That’s what you give your customer in the 
Ohio No. 25 Water Heater. The special Ohio 
Burner insures perfect combustion — that 
saves gas and gives more hot water. 


The Ohio No. 25 gives permanent satisfaction 
—and profit possibilities are unequalled. 


From your jobber. 
The OHIO Heater Company, Columbus, Ohio 


Onto No. 25 HEATER 
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COMBATS 
FRICTION ! 


Helps to insure clean-cut, 
uniform threads. 5 gal.— 
half drum—drum lots. 
Order trial drum. 





Sy 
RED CUT 


PIPE THREADING OIL 
Red-E-Hall Portable and Hall-Will Super 4’-6'-8"-12' Pipe Threaders 
mfg. by HALL-WILL, Inc., Erte, Pa. 
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Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 


reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


v MSDONNELL & MILLER 
WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N.Y, (1) 

















RADIATOR HANGER 


42’ pipe 
_—_ 


No home has “EVERY modern con- 
venience” unless it has legless radia- 
tors, wall-hung with E-Z Hangers. 
They reduce the perpetual, daily job 
of cleaning. Nothing to interfere 
with mop or!sweeper. 


Healy-Ruff Company 
770 Hampden Ave., St. Paul, Minn. 














Armstrong 
Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 


POINTS OF 
EXCELLENCE 


Extra large master 
bolt. 









Alloy steel shackle links. 
Two bolt fastening. 
Extra large bearing of Jaw on Bar. 
Spreading of jaws prevented by bolt 
directly below chain socket. 


Chain guides aid in adjusting chain. Chain 
and end bar protected by chain guide. 


ARMSTRONG BROS. TOOL CO. 
icago, U. S. A. 


323 N. Francisco Ave. . Chi 
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in charge of hotels and transportation; O. L. Petterson, 
reception; L. E. Matson, property; C. A. Thinn, conference 
room; L. W. Millar, lyrics; O. J. Prentice, publicity and 
printing; T. F. Weakley, scribe, and Mrs. C. M. Brigham, 
ladies’ auxiliary. 

Those in attendance .from outside the United States 


were: A. J. Asshetion, London, England; D. G. Brison, 
Vancouver, B. C.; A. J. Dickey, F. Eige, E. T. Flanagan, 


H. D. Henion, S. M. Petterkin, and M. W. Shears, all of 
Toronto, Ont.; George A. Gray, of Ottawa, Ontario; C. A. 
Hubley, of St. Johns, Newfoundland; A. Kastello, of 
Montreal, Quebec; J. H. Leonard, of Winnipeg, Manitoba; 
A. Walker, of Calgary, Alberta, and Lorne G. Wiggs, of 
Quebec, Quebec. 





HERCULES CHEMICAL CO., INC., CONSOLIDATES 
MANUFACTURING AND EXECUTIVE OFFICES 
oxecutive offices of the Hercules Chemical Co., Inc., 

have been moved from the former location at 396 Broad- 
way to newly enlarged quarters in the same building as 
the manufacturing plant of the firm at 332 Canal street, 
New York City. The factory building has been renovated, 
and new machinery has been installed, greatly increasing 
the capacity of the plant. 





A. M. BYERS CO. HOLDS ANNUAL SALES MEETING 

The annual sales meeting for district managers of the 
A. M. Byers Co., Pittsburgh, Pa., was held at the com- 
pany’s home offices on February 3 and 4. Last year’s 
records were spoken of and plans for 1927 discussed. Dis- 
trict managers from all over the country attended. 





DURO SALESMEN VISIT FACTORY FOR CONFERENCE 


Several salesmen for the Duro Co., visited the factory 
at Dayton, Ohio, recently to attend a three-day sales con- 
ference. Those present were L. M. McKee, Boston; R. L. 
Hanschke, Cleveland; E. R. Suter, Chicago; J. C. Candler, 
Atlanta; W. C. Hanley, New Orleans; J. W. Eshelman, 
Birmingham; W. I. Sivitz, Pittsburgh; H. L. Moyler, St. 
Louis; R. O. Ayres, Houston, and M. R. Mills, Richmond, 
Va. 





SAN FRANCISCO P. AND H. SALESMEN HEAR SOUND 
SALES TALK 
, Marked by a large attendance and plenty of good- 
fellowship, and enthused by an able speaker, the luncheon- 
meeting of the San Francisco Association of Plumbing and 
Heating Salesmen, held at the Clift Hotel, January 18, 
was a signal success. : 

As president, Norman Farlow, of Holbrook, Merrill & 
Stetson, gave a brief introductory talk, later turning the 
meeting over to Frank Austin, of P. E. O’Hair & Co., who 
led in a short sing ‘‘a l’ensemble,” after which he capably 
rendered two solo numbers. 

The speaker of the day was Joseph Ahlbach, of Ahlbach 
& Mayer, and president of the California Sanitation De- 
velopment League, who talked on the subject nearest the 
heart of the membership—Salesmanship. Mr. Ahlbach is 
happily endowed with the dual faculty of being informal 
and informative. He first made reference to the engage- 
ment of Hugh Barrett Dobbs, by the league, to broadcast 
health exercises daily over Station KPO, and urged that 
the members prevail upon their friends and associates to 
give this program their hearty support, at the same time 
indicating the benefits to be derived directly and indi- 
rectly from this class of publicity. 

Reaching the subject of his talk, Mr. Ahlbach referred 
to successful salesmanship as being largely a matter 
of plain hard work, including the use of one’s brain, as 
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against the methods of the ‘“order-taker.”” He next 
touched upon securing new business and the measure of 
success attendant upon the efforts of those who are long 
on promises, in order to land a job or an order, and short 
on execution, after the name is on the dotted line. ‘A re- 
order on the basis of performance,”’ said Mr. Ahlbach, ‘‘is 
far better than an order placed on what proves to be an 
empty promise.’’ : 

“A salesman’s greatest assets,’’ he continued, ‘‘should be 
personality, friendship and good-will.’”’ The next point to 
be stressed was the desirability of following one’s business 
papers closely, to keep in step with the latest methods in 
vogue in other sections of the country. 

Speaking of competition, Mr. Ahlbach said: “A new 
and somewhat singular competition is being felt nowa- 
days which, strangely enough, is not confined strictly to 
our own line. It comes from outside sources. Very often 
a man will prefer to purchase a non-essential—some lux- 
ury, we’ll say—when the bathroom or kitchen at home is 
in crying need of new or additional equipment. This, of 
course, presents just another form of competition to be 
overcome by the plumbing and heating salesman.” 





WESTERN TRADE GOLF ASSOCIATION TO HOLD 
ANNUAL MEETING 

The annual meeting of the Western Trade Golf Asso- 
ciation will be held at the Sherman Hotel, Chicago, on 
Friday evening, February 18. This meeting is for the 
purpose of electing officers for the coming season and of 
making plans necessary to insure a good year of golf. 
Moving pictures of some of last year’s tournaments will 
be shown. 





JACKSON NOBLE WINS C. S. D. L. GOLF 
TOURNAMENT 


In spite of the recent heavy rains an enthusiastic bunch 
of C. S. D. L. golfers from San Francisco teed off at the 
Crystal Springs course at the season’s opening match, Jan- 
uary 21. Jackson Noble won the low gross with a score 











From left to right: Jackson Noble; Ans Dalziel, of the 

Dalziel-Moller Co.; Norman W. Farlow, of Holbrook, Merrill 

& Stetson, and Walter Mead, of the Hoffman Specialty Co., 
all of San Francisco 


of 93, and Jack Huston the low net, 101, less 30 handicap, 
making 71 net. Following the play, all hands were royally 
entertained at dinner at the club, the occasion being 
featured by vocal numbers from Mr. and Mrs. Noble, and 
stories by that able raconteur, Frank J. Klimm. 





BETTER BUSINESS FOR THE CALIFORNIA PLUMBER 
THROUGH RADIOCASTING “HEALTH EXERCISES” 


A decided forward step in the plumbing and heating 
industry was taken recently when the California Sanita- 
tion Development League contracted with Station KPO 
(428 meters), San Francisco, to broadcast suggestions re- 
garding better plumbing, heating and ventilating by Hugh 
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This is the Pop-up Waste 
the Plumbers DEMAND 


“The Vallier” 


SIMPLE and DURABLE 


No set screws or cotter pins— 
positive in action — plunger 
cannot close until released. 


BUILT FOR QUALITY 


J. B. WISE, Inc. 
Watertown, N. Y. 











YOUR JOBBER CAN SUPPLY YOU 





























The 
JOHNSON 
Automatic 
Rotary 
OIL 
BURNER 





RUGGED « SAFE - ECONOMICAL - DEPENDABLE 
Write for Illustrated Booklets. 


S. T. JOHNSON CO. 


— OIL BURNERS 


— 942 ARLINGTON AVENUE — OAKLAND, CALIFORNIA oad 























Heaviest standard tank fittings made 


THE 


INDIANA 


BRASS COMPANY 
Frankfort Indiana 
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Largest exclusive producers of tank fittings 
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The public by thousands is turning 
to No. 1 Buckwheat Coal to save an 
average of $7 per ton. That is why 
Heating Contractors are installing 
so many thousands of 


Spencer 


steam .vapor or hot water 


Heaters 
burn No.1 Buckwheat coal 





Spencer Heater Co. General Ofices: Williamsport, Pa. 


New York City Boston Philadetphia Baltimore Hartford 
Buffale Rochester Albany Syracuse Scranton 
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The pride that 
Trenton workmen 
take in their prod- 
ucts accounts for 
the extraordinary 
quality apparent in 
the Trenton line. 
Each piece is the 
product of skilled 
workmen who are 
conscientious 
enough to discard 
imperfect fittings, 
thus assuring you 
of receipt of only 
perfect goods. 


THE TRENTON 
BRASS AND 
MACHINE Co. 


Trenton, New Jersey 


i} 
ETRE 
tae ers S d Lad 


is 


ve 
NY 


ne 
mA 
W 


Fe. 


i? 
a 

Sy) 
eA) 


oF 
Soe 
B 
Ds 


=: 
= 


= 
VAs 


Ze 
=i ee 


ie 
KZ 


AWE 


February 5, 1927 


Barrett Dobbs, west coast health expert, during his 
“Golden Road to Health” exercises, which began Monday 
morning, January 17. 

These health classes are listened to by hundreds of 
thousands in three early morning sessions, lasting fifteen 
or twenty minutes each. The exercises and program are 
interspersed with sales remarks delivered in a unique 
manner. Radio listeners enjoy every minute of the pro- 
gram. 

During the broadcast the public is invited to send to 
the league office for a booklet setting forth the advan- 








tages of modern installations, detailing the ease with 
which antiquated equipment may be modernized. In this 
way, a very desirable ‘‘tie-in’’ with new customers should 
be gained. 





WINS AWARD AT SESQUICENTENNIAL EXPOSITION 
The jury of awards of the Sesquicentennial Interna- 
tional Exposition held recently at Philadelphia, Pa., 


awarded a gold medal to the Holyoke Heater Co., of 
Holyoke, Mass. 











PLUMBSTEAM CLUB PLANS ANNUAL LADIES NIGHT 


Harry J. Walther, chairman of the entertainment com- 
mittee for the second annual ladies night and ball of the 





Represented by Rollin C. Wilson 


7 E. 42nd St., New York, N. Y. 
261 Franklin St., Boston, Mass. 
121 N. Broad St., Philadelphia, Pa. 
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Bulldogs 
Too! 


Now come Paul 
Bulldog Water 
Systems Numbers 
888 and 999 for 
Deep Wells. 
Nos. 666 Vil 
and 777 for 
ong All the downright quality charac- 
“ teristic of Paul Pumps, all the 
Nos. 888 features that mean real service 
and 999 for and long life—that Cush’n Stroke 
Deep Wells Automatic Control—Dependable 
14 . P. Repulsion Induction 
Motor—Self-Starting, Self-Priming—-a Real Storage Tank—and at 
a price that means more sales and larger profits! And the simple 
compact construction that has made Bulldog Systems popular over 
night is the same in the Deep Well Systems—with added weight 
and strength for heavier duty. You'll want these new Bulldogs on 
your floors. Write for Bulletin. 


The Fort Wayne Engineering & Mfg. Co. 
1706 N. Harrison St. Fort Wayne, Ind. 


ig Thc PAUL Bulldog 


WATER SYSTEMS, 








Plumbsteam Club of Philadelphia, announces that the 
scene of the festivities this year will be the Sylvania Hotel 











Left to right: C. W. Cope, secretary and treasurer; J. BK. 
Willits, president, and Harry Myers, vice president, all officers 
of the Plumbsteam Club of Philadelphia 


on Locust street. The affair is to be held Friday evening, 
February 18. Other members of the committee are Harry 
R. Meyers, Harvey C. Bell, A. Steven Rodgers, W. Harold 
Mitchell and Philip W. Stroeble. 





SLOAN VALVE CO. TEAM STILL LEADS CHICAGO 
BOWLERS 
At the end of fifty-four games in the Chicago Plumbing 
and Heating Jobbers’ and Manufacturers’ Bowling League, 
Sloan Valve Co.’s team was out in front with forty-seven 
games won and seven lost. Following are the team stand- 
ings at the latest report: 

















Team Won Lost Pins Average 
i. Mloan Valve Co... .2660es0s. 47 7 48,534 898—42 
2. J. B. Clow & Sons No. 1... 41 13 47,967 888—14 
3. Standard Sanitary Mfg. Co. 38 16 46,713 865 
4. Illinois Malleable Iron Co.. 37 17 45,773 847—35 
5. Phillip-Gollner Co. ....... 34 20 45,901 850— 1 
S. Wwiitner @ Werk... ......<% 31 23 45,761 847—23 
7. Well-BMciain Co. ...6...206 30 24 45,422 841— % 
8. American Radiator Co. No.1 29 25 45,549 843—27 
9. Wolff Mfg. Corp. No. 1.... 26 28 45,838 848—46 
tO. J. Bh. SORROR CO... os ssc cess 23 31 43,771 810—31 
11. Wolff Mfg. Corp. No. 2.... 20 34 43,898 812—50) 
iS. Heelecher BVOG. ....cccevee 18 36 42,983 795—53 
13. American Radiator Co. No. 2. 16 38 42,315 783—33 
14. Enterprise Plumbing Supply 
se Seca eka ss eee ere e es 16 38 41,884 775—34 
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15. J. B. Clow & Sons No. 2... 16 38 40,790 755—20 
16, TE; SRORORGURE cockccscecees 10 44 40,087 742—19 
High Team Game— 
ee ee ee ee eee ee ee 1,050 


SR TRE, DOM SEO ios ic os oie sce reesewnetie 1,031 
High Team, Three Games— 


PI, TPIIIN ITIIED c5 cea vice eh 66S wh Woda esa Braveie aoe ee 3,009 
i ee Me DN FER SB iasic sk cinta rekisc ceeds es 2,895 
High Individual Game— 
Allen—J. B. Clow & Sons No. 1................ 265 
Gibbons—-Bloan Valve Co... .csscccccesccves 264 
High Individual, Three Games— 
M. Murray—J. B. Clow & Sons No. 1............ 653 
Lindstrom—Illinois Malleable Iron Co.......... 652 


Personal Mention 


Theodore Ahrens, president of the Standard Sanitary 
Mfg. Co. of Pittsburgh, Pa., is on an extended trip to 
South America and South Africa. He will be gone for 
four months. 

Benjamin Cohen, vice president of Julius Cohen Plumb- 
ing Supply Co., Brooklyn, N. Y., left January 29 for a trip 
to Pinehurst, N. C., with a party of friends. Mr. Cohen 
expects to play some golf on some of the famous courses at 
that resort. 


Roy D. Beam, sales manager of the Walworth-Oregon 
Co., Portland, Ore., was chairman of the plumbing divi- 
sion of the convention of Northwest Credit Men, which 
held its sessions in Portland, January 20 and 21. 

P. B. Wallace, formerly assistant sales manager of the 
Wolff Manufacturing Corp. of Chicago, and at one time 
secretary of the Laib Co. of Louisville, Ky., has joined the 
sales force of the Rundle Manufacturing Co. of Milwau- 
kee, Wis., to cover the territory south of Ohio and east of 
the Mississippi river. 
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Top picture, left to right: Thomas Dougherty, Peerless Unit 
Ventilation Co., Inc.; Thomas Kellogg, Bishop & Babcock Co.; 
John E. Weil, New York City; E. C. Shepard, Heggie Simplex 
Boiler Co.—Middle row: L. Moore, W. A. Case & Son Mfg. 
Co.; T. J. O'Donnell, of Wm. H. MecKiever Co., and 8S. H. 
Sweeney, New York City.—Bottom picture: J. K. Law, Earl 
Judd Corp.; H. Townsend, Charles Hartmann Co., and J. F. 
Gillespie, B. O. T. Mfg. Co., at a meet of the Eastern Trade 
Golf Association, held last fall at Queens Valley Golf Club, 
Forest Hills, N. Y. 
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KEYSTONE 
Brass Drum 
Trap Covers 


are made of all brass in standard sizes. 
Also furnished with ring for use in con- 
nection with lead traps. The Keystone 
line also includes Shower Drains, Floor 
Drains, Soldering Unions and Universal 
Closet connections. 

Ask your jobber. 


KEYSTONE BRASS WORKS 
ERIE - - - PENNSYLVANIA 





























The McDermott Sand Trap 
and Gas Eliminator 














An efficient combination of floor drain, sand trap and gas 
eliminator. Heavily constructed for use in garages, com- 
fort stations, showers, etc. Approved by the Fire Under- 
writers and Boards of Health everywhere. 





Our 
Catalog 
in 














THE EASTERN 
FOUNDRY CO. 


Boyertown, Penna. 














RAVENA 


RAVENA 


For 
requiring sturdy 
fittings—specify 
RAVENA and you'll 


be well satisfied. 


those jobs 


Write for our catalog. 


RAVENA IRON COMPANY 


Established 1903 
: 23 NEW YORK 
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Cuts Clean 


He-e’s a pipe cutter that cuts clean 
and fast. The 
“GENUINE BARNES” 


holds the world’s record for long and 
efficient service. Made in eight sizes 
to cut pipe from 1” to 12” diameter. 


Order from your jobber. 


THE BARNES TOOL CO. 


NEW HAVEN, CONN. 























nme ere 


102 DOMESTIC ENGINEERING 


STOP 


Wasting time looking for and changing 
dies and guides 


Use THE SAXON 
‘“‘Fourdie Stock’’ 


Which is always ready to thread %%-in, 
-in., 34-in., and I-in. pipe 
without changes. 


PRICE COMPLETE, $10.00 





139-43 North Sevens Street, Fitledcighia 
Brooklyn, N. Y. Jersey City, N. J. 
The Bronz, N.Y. Wilkes-Barre, Pa. Long Island City,N.Y. Newark,N.J. Camden, N.J 





Bridgeport, Conn. New York City, N. Y. 





Don’t Be Content 


With ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—C. Galvanized 
» 7 van 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 


SIMPLEX MFG.COMPANY, 213 W. Austin Ave.,Chicago 
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E. H. Webster, 139 North Clark street, Chicago, has re- 
cently been appointed sales representative for the Port- 
land Iron Works, Portland, Ore., for that territory. Other 
recent appointments for the company are: F. C. Neupert, 
330 Central building, Seattle, Wash.; A. C. Jackson, 301 
Security building, Los Angeles, Calif.; W. J. Driscoll, 471 
Monadnock building, San Francisco, Cal.; F. B. Platt, Jr., 
259 East First street S., Salt Lake City, Utah. Other 
representatives are expected to be appointed soon in other 
centers. 


John M. Snyder has joined the Baltimore, Md., sales: 
force of the Kohler Co. of Kohler, Wis., under the juris- 
diction of the Philadelphia offiee of that concern. 

Ray Roamer, manager of the Los Angeles branch of the 
Standard Sanitary Manufacturing Co., is on his way home 
from attending a meeting of branch managers at the home 
office at Pittsburgh. 


W. D. Sargent, formerly ad- 
vertising manager of the Hur- 
ley Machine Co., has been ap- 














| oh 
Hospitals 


Wall-hung radiation is being specified in lead- 
ing hospital construction because of the com- 
plete sanitation it allows. It also increases 
heating efficiency. 

Little Giant Radiator Hangers are chosen 
because of superior quality and workmanship, 
greater strength and economy. There is a 
Little Giant Hanger for any size, style or 
make of radiator. 

Distributed by UNITED STATES RADIATOR CORPORATION 


Sold by all leading jobbers 


Little Giant Mfg.Co. 


1927-3] Nicollet Ave. Minneapolis, Minn. 









































pointed advertising manager 
of the Sloan Valve Co. of Chi- 
cago. Mr. Sargent was also 
formerly connected with the 
Sloan Valve Co. 

J. D. Kimball has been ap- 
pointed manager of the Cin- 
cinnati heating department of 
the Bishop & Babcock Sales 
Co., of Cleveland, Ohio. Mr. 
Kimball has had wide experi- 
ence in this field, having been with the Massachusetts 
Blower Co. and the B. F. Sturtevant Co. for many years. 

S. G. Cady of the Rhode Island Fittings Co., Providence, 
R. L., recently underwent an operation at a hospital in that 
city. 

J. R. McKeever is now representing the Morgan Bronze 
Co. of Cleveland, in Detroit and Michigan territory, mak- 
ing his headquarters at Detroit. 

H. R. Martin of J. R. Bradley & Co., Reno, Nev., was a 
recent business visitor in San Francisco. 

E. A. Neupert, Pacific Division manager of the Wal- 
worth Co., has just returned to San Francisco, having 
spent some time in Chicago. 





W. D. Sargent 


tc. B. Baxter, formerly with the Standard Sanitary Mfg. 
Co., has been appointed Pacific Northwest representative 



















UMBING 
SPECIALTIES 
Every Washington product 
is as good as you can buy 
anywhere. You can install 
them knowing your repu- 
Figure tation for reliable service 
ite. will be upheld. 


Order from your jobber 


The Washington Metal Products Co. . 


Washington C. H. Ohio 




















for the J. B. Wise, Inc., of Watertown, N. Y., with head- 
quarters at 1004 Boren avenue, Seattle, Wash. 


Mike Rummel of the Mineola Plumbing Supply Co., 
Mineola, L. I., N. Y., recently departed for the Orlando, 
Fla., branch. In view of this being the busy season in the 
south, Mr. Rummel plans to remain several months and 
will undoubtedly attempt to land some fish during his 
sojourn. 

Bruce MacGregor is now representing the John Wood 
Mfg. Co. in Northern New Jersey after an intensive train- 
ing period in the eastern plant. William Flynn is cover- 
ing Staten Island and Walter Lawrence has the state of 
Connecticut. All are under the direction of John Calla- 
han, whose headquarters are at the Brooklyn warehouse. 

Matthew J. Kennedy, of Brooklyn, president of the As- 
sociation of Master Plumbers of Greater New York, has 
been confined to his home by illness for a couple of weeks. 


J. C. McAllister, well known to the plumbing and heat- 
ing trades in the East, has assumed the managership of 
the Eastern Gas Appliance Co., with headquarters at 47 
West Forty-second street, New York City. 
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Convention Dates 


February 7 and 8, 1927.—The annual convention of the 
West Virginia Association of Master Plumbers, at Huntington, 
with headquarters at the Prichard Hotel. 

February 8 and 9, 1927.—Annual convention of the Nebraska 
State Association of Master Plumbers, at Omaha. 

February 8, 9 and 10, 1927.—The thirty-sixth annual con- 
vention of the Ohio State Association of Master Plumbers, at 
Youngstown, with headquarters at the Ohio Hotel. 

February 9 and 10, 1927.—The winter meeting of the East- 
ern Supply Association, at the Hotel Astor, New York City. 

February 15, 16, 17 and 18, 1927.—Second Midwest Power 
Conference and Exposition at the Coliseum, Chicago, IIl. 

February 16 and 17, 1927.—Conference of members of the 
plumbing industry at the Massachusetts Institute of Technol- 
ogy, in Boston, Mass. 

February 23 and 24, 1927.—The winter meeting of the Cen- 
tral Supply Association, at the Palmer House, Cnicago. 

February 28 and March 1 to 12, inclusive —Third Annual 
Conference to Train Plumbing Instructors, at the University 
of Pittsburgh, Pittsburgh, Pa. 

March 8 and 9, 1927.—Annual convention of the Maine State 
Association of Master Plumbers, at the Hotel Falmouth, Port- 
land. : 

March 8 and 9, 1927.—The annual convention of the North 
Dakota State Association of Master Plumbers, at Grand Forks. 

March 14, 15 and 16, 1927.—The annual convention of the 
Indiana Society of Sanitary Engineers, at Indianapolis. 

March 14-19, 1927.—The Second National Heating and Ven- 
tilating Exposition, Twelfth Regiment Armory, New York 
City. 

March 14, 15 and 16, 1927.—The annual convention of the 
Kansas Master Plumbers’ Association, at Wichita, Kans. 

March 21, 22 and 23, 1927.—The annual convention of the 
Missouri State Association of Master Plumbers at St. Joseph, 
with headquarters at the Robidoux Hotel. 

March 29 and 30, 1927.—The annual convention of the New 
York State Association of Master Plumbers at the Hotel 
McAlpin, New York City. 


April 2-9, 1927.—The annual Own Your Home Exposition, at 
the Coliseum in Chicago. 

April 5 and 6, 1927.—Annual convention of Massachusetts 
State Association of Master Plumbers, Inc., at Boston. Place 
of meeting has not yet been chosen. 

April 5, 6 and 7, 1927.—The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 


April 7 and 8, 1927.—The annual convention of the Louisi- 
ana-Mississippi Association of Plumbing and Heating Dealers, 
at Gulfport, Miss. 

April 11 and 12, 1927.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Muskogee, 
Okla., with headquarters at the Severs Hotel. 

April 14 and 15, 1927.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Little Rock. 


May 2 and 3, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. 

May 9 and 10, 1927.—The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 


May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at Denver, 
Colo. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 17 and 18, 1927.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 17 and 18, 1927.—Annual convention of the New Jersey 
State Association of Master Plumbers at the Elks Club, 
Newark, 








DOMESTIC ENGINEERING 103 








For 


“Always Dry” 
Service 


The Oatey Flashing is easy 
to install. It has a pure lead 
collar, making caulking easy 
and is secured to the apron 
under pressure while hot. 
So it’s “Always Dry.” 
Designed to fit Extra-Heavy 
soil pipe without fitting or 
trimming collar. 

Fits all Standard pipe. An- 
gle of collar allows for proper 
caulking without buckling or 
breaking. 

Can be installed on any angle 
up to 45°. 

Can be installed on flat roofs 
as easily as on pitched. 


Write for prices. 


L. R. OATEY COMPANY 


5500 Walworth Ave. Cleveland, O. 


OATEY 


Roof Flashings 











Specify 


es 
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Acombination of quality and 
reasonable price. Made from 
the best materials by skilled 
workmen. 


Enterprise Brass Goods come 
in all standard sizes and 
styles. Specify Enterprise 
on your next job and note 
the difference. 


ASK YOUR JOBBER 
ABOUT THEM 





Enterprise Brass Works 
MUSKEGON, : MICHIGAN 
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The Baltimore Quality Line 


PLUMBERS’ CAST Brass Goops 


BALTIMORE VALVE CORPORATION 


BALTIMORE, MD. 











Soocsooooooosooooosooooooo+o¢o’s 
No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Flange 


: 
$ is acknowledged as the only PERFECT FLANGE by 
: busy men who have made satisfying installations. 







THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
CECE SCHOO OEOSSOEOOSOEEEEHEREESESHHESHSE 


INSURANCE 


AGAINST FLOODED BASEMENTS 


SSSSRSSSESRSSSeeesesasseses 


Where the Signet Drain is installed there can 
be no back water. * 
A perfectly reliable trap that automatically # 
keeps out sewage, gas and germs. s 
Always works. & 
Nothing to get out 
of order. Brass 
working parts sub- 
merged. 


\ 










The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 
Pat. Dec. 3, 1914 
Crampton-Farley 
Write for Brass Co. 
Details Kansas City, Mo. 


(FG BS GF) EG) a) GC a GF Ca 


GB G8 Ge 68 Ge Ge GE G8 G8 88 Ge ae oe oe ae 8 Ge BB 
Pkt peck deste deste de Se ake 


Jones Hollow Ware is 
just a little heavier and 
little more carefully 
made. 


The line is complete 
and you are sure of real 


service. 
Write for particulars. 


Jones Hollow Ware Co. 
Baltimore, Md. 
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May 19, 20 and 21, 1927.—The annual convention of the 
Oregon Association of Master Plumbers, at Klamath Falls, 
Ore. 

May 27 and 28, 1927.—\Annual convention of the Washington 
State Master Plumbers’ Association at a city to be determined 
later. 

June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 

June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6 to 11, 1927.—The national convention of the Amer- 
ican Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 

June 8, 9 and 10, 1927.—-The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Min- 
neapolis, Minn., with headquarters at Hotel Radisson. 


Other Trade Events 

February 5, 1927.—The annual get-together of the Master 
Plumbers, Steam Fitters and Sheet Metal Workers’ Associa- 
tion of Elizabeth, N. J., at the Elks Auditorium in that city. 

February 9, 1927.—Ladies’ Night of the Master Plumbers’ 
Association of Philadelphia, at the Bellevue-Stratford Hotel. 

February 11, 1927.—Organization meeting of New Jersey 
Trade Golf Association, at Achtel-Stetter’s Restaurant in New- 
ark, N. J. 

February 12, 1927.—Annual installation of officers and 
Ladies Night of the Clifton, N. J., Master Plumbers Associa- 
tion, at Fairlawn. 








February 15, 1927.—Annual banquet of the Master Plumbers’ 
Association of Montclair, Bloomfield, Verona and Vicinity, at 
the Elks’ Club, Montclair, N. J. 

February 17, 1927.—Annual banquet of the Master Plumb- 
ers’ Association of Trenton, N. J., at the Masonic Club. 


February 18, 1927.—The second annual Ladies Night of the 
Plumbsteam Club of Philadelphia, at the Sylvania Hotel. 

February 19, 1927.—Second annual dinner and dance of the 
Richmond Borough Master Plumbers Association, at the Elks 
Club, Staten Island, N. Y. 

February 23, 1927.—Annual banquet of the Philadelphia 
Suburban Association of Master Plumbers, at the White Apron 
Club. 

February 24, 1927.—-The thirty-first annual banquet and 
ladies’ night of the Master Plumbers’ Association of Newark, 
N. J., at the Elks Club in that city. 





NEW JERSEY STATE CONVENTION AT NEWARK 

The annual convention of the New Jersey State Asso- 
ciation of Master Plumbers will be held in Newark, N. J., 
May 17 and 18, 1927, it is announced by President Walter 
Grub, who is in charge of arrangements. Headquarters 
will be at the Elks Club on South Broad street. Presi- 
dent Grub expects to appoint his committees in the near 
future. 
NEW YORK STATE CONVENTION HEADQUARTERS 

CHOSEN 

The Hotel McAlpin, Thirty-fourth street and Broadway, 
New York City, will be headquarters for the next con- 
vention of the New York State Association of Master 
Plumbers, it is announced by the committee in charge, 
headed by Matthew J. Kennedy. Sessions for the two-day 
meeting, on March 29 and 30, will also be held in the 
hotel, as will the annual banquet. Commissioner Wil- 
liam J. Flynn has been appointed chairman of the enter- 
tainment committee. 





Plans are on foot to finance at Placerville, Calif., the 
erection of a new high school structure, to cost approxi- 


mately $175,000. 


























THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








PLUMBING AND HEATING CONTRACTORS ELECT 
OFFICERS FOR COMING YEAR 

Following are reports of some of the elections of 
officers of plumbing and heating contractors’ organiza- 
tions, which have been recently held. Most associations 
are now electing officers to guide them through the new 
year, and the selections will be found in ‘‘Domestic Engi- 
neering’ immediately after the meetings. 

The Master Plumbers’ Association, Milwaukee, Wis.:— 
President, Walter W. Dusold; vice president, George C. 
Block; secretary, Charles Pelunek; treasurer, Joseph 
Wittig. 

Mishawaka, Ind., Sanitary Engineering Association:— 
President, George C. White; vice president, Frank John- 
son; secretary, Mr. Stein; treasurer, Fred Gygi. 

Master Plumbers’ Association of Pekin, Il].:—Presi- 
dent, A. W. Kumpf; vice president, Henry J. Neumann; 
secretary-treasurer, A. S. Kincaid. 

Master Plumbers and Heating Dealers’ Association, Inc., 
Tampa, Florida:—President, Henry B. Perryn; vice presi- 
dent, G. Dana Scruggs; secretary-treasurer, David L. 
Griffin. 

Terre Haute Sanitary Engineers, Terre Haute, Indiana: 
—President, F. Christman; vice president, G. Vollmuth; 
secretary-treasurer, H. A. Toelle. 

The Master Plumbers’ Association, Savannah, Ga.:— 
President, O. A. Kimball; vice president, T. J. Obrien; 
secretary-treasurer, W. J. Taylor. 

Duval County Plumbing and Heating Dealers Associa- 
tion, Jacksonville, Fla.:—-President, George Keefe; vice 
president, L. M. Henley; secretary-treasurer, Robert 
Engstrom. 

Citizens’ Sanitary Engineering Association of Chicago, 
Ill.:—President, A. K. Brown; vice president, John J. 
Cahill; secretary, F. W. Longties; treasurer, John T. 
Dorsey. 

Associated Master Plumbers, Rochester, N. Y.:——Presi- 
dent, Henry M. Smith; vice president, E. C. Snyder; 
secretary, Joseph Ball; treasurer, H. M. Saunders. 

Merchant Plumbers’ Association of Bakersfield, Calif.: 
—President, Roy Foley; vice president, Ray Walters; 
secretary-treasurer, Chas. Daly. 

The Master Plumbers’ Association, Greenfield, Mass.: 
President, Chas. F. Peck; vice president, Edward Saxton; 
secretary, F. B. Mason; treasurer, F. J. Harris. 

Plumbing and Heating Dealers Association, Miami, 
Fla.:—President, Freeman P. Moss; vice president, J. B. 
Forbes; secretary, Chas. J. Jordan; treasurer, Phillip 
M. Levi. 

Master Plumbers’ Association, San Francisco,. Calif.:— 
President, Wm. J. Monihan; vice president, Wm. J. For- 
ster; secretary, George Y. Morton; treasurer, Alexander 
Coleman. 

Master Plumbers’ Association, Elgin, Ill.:—-President, 
Clayton J. Evelein; vice president, F. J. Bero; secretary, 
J. Jaachison; treasurer, Martin Runge. 

Master Plumbers’ Association, Stockton, Calif.:——Presi- 


dent, E. H. Grogan; vice president, W. C. Mann; secre- 
tary-treasurer, O. H. Miller. 

Master Plumbers’ Association, Alton, Ill.:——President, 
A. K. Challacombe; secretary-treasurer, Geo. S. Brunner. 

Kansas City, Kansas, Master Plumbers’ Association :— 
President, L. H. Phillips; vice president, A. A. Rothans; 
secretary, J. P. Neale; treasurer, Fred Gauch. 

The Merchant Plumbers’ Association, Pasadena, Calif.: 

-President, A. C. Hanson; vice president, Kenneth 
Fraser; secretary-treasurer, R. N. Batterson. 

North Shore Master Plumbers’ Association, Salem, 
Mass.:——President, Perey L. Burnes, Danvers; vice presi- 
dent, George F. Woodbury, Peabody; secretary, James 
H. Trow, Salem; treasurer, John F. Cabeen, Salem. 

The Master Plumbers’ Association, Champaign, Ill.:— 
President, Dick Johnson; vice president, Frank Clancy; 
secretary-treasurer, Wm. R. Yonce. 

Certified Sanitation and Heating Association, Spokane, 
Wash.:—President, R. H. Peck; vice president, L. A. 
Mosier; executive secretary, H. W. English; secretary, 
Wm. M. Lucas; treasurer, H. L. Patten. 

Master Plumbers Association of New Bedford and 
Vicinity, New Bedford, Mass.: President, Richard T. 
Thatcher; vice president, Ernest Hill; treasurer, Edwin 
D. Lawton; secretary, Walter P. Bailey. 

Association of Master Plumbers, Inec., Utiea, N. Y.: 
President, W. E. Stradling; vice president, George W. 
Hughes; secretary, James N. Palmer; treasurer, R. W. 
Guckemus; manager, R. E. Scannell. 

Master Plumbers’ Association of the Oranges, N. J.: 
President, Charles Kunz; vice president, George H. 
Brenner; secretary, Joseph Berg; treasurer, Harry G. 


Kraus. 
Lake County Sanitary and Heating Engineers Associa- 
tion, Lake County, Illinois: President, Henry Stringer, 


Lake Forest; vice president, Howard Moran, Highland 
Park; secretary and treasurer, J. T. McGrath, Liberty- 
ville. 

Appleton Plumbers Association, Appleton, Wis.:—Presi- 
dent, T. Long; vice president, R. Wenzel; secretary and 
treasurer, George H. Wiese. 

THIRD ANNUAL CONFERENCE OF PLUMBING IN- 
STRUCTORS TO ASSEMBLE FEBRUARY 28 

On Monday morning, February 28, the first session of 
the Third Annual Conference to Train Plumbing In- 
structors will assemble in Soldiers Memorial Hall, at the 
University of Pittsburgh, Pittsburgh, Pa. At that session 
instructions will be issued as to the procedure during the 
course, which will last until March 12, and the list of 
classes will be announced. 

Seven courses will be offered the instructor students, 
and each course will be presented by a man who is an 
expert in that particular subject. ‘Organizing Schools 
for Apprentice Plumbers” will be explained by S. Lewis 
Rand and A. W. Wolfgang of the National Trade Exten- 
sion Bureau. Professor Walter B. Jones will speak on 
“Teaching and Learning’’; Professor Samuel EF. Dibble, on 
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“Building the Course of Study for Apprentice Schools”’ 
and ‘‘Methods of Teaching Apprentice Plumbers’’; Pro- 
fessor Robert Leighou will teach “Science for Plumbing 
Instructors’; W. S. McDermott, ‘Teaching Teamwork,”’ 
and H. L. Spencer, “Observation and Practice Teaching.” 

Besides the instruction periods, much time will be spent 
in visiting factories and trade schools in and around Pitts- 
burgh. Each instructor attending the course will be given 
an opportunity to do some actual practice work in teach- 
ing in the Grant Street Industrial School in Pittsburgh. 
Students in that course will be graded according to their 
reports and methods of handling classes. 

An unlimited number cannot be accommodated at the 
course, and early registration will be considered first, ac- 
cording to an announcement by the committee in charge 
of the conference. A registration fee of four dollars covers 
all charges for the conference, the balance being paid by 
the National Trade Extension Bureau and the Federal and 
State governments. The course is offered through the co- 
operation of the University of Pittsburgh, the Carnegie 
Institute of Technology and the National Trade Extension 
Bureau. 


OREGON OFFICERS AND DIRECTORS HOLD MID- 
YEAR CONFERENCE 

The mid-year conference of officers and directors of the 
Oregon State Association of Master Plumbers was held at 
the Multnomah Hotel, Portland, Saturday, January 22. 
Many affairs of importance to the association were dis- 
cussed and policies for the forthcoming year adopted. 

Those who attended the meeting were as follows: C. J. 
Kelly of Portland, president; G. C. Lorenz of Klamath 
Falls, vice president; Stephen Pollitt of Portland, secre- 
tary; T. J. Rowe of Portland, treasurer; Theodore M. 
Barr of Salem, past president and director; H. T. Sherriff, 
executive secretary; H. H. Colliver of Portland, director of 
zone 1; W. N. Smith of Astoria, director of zone 2; F. E. 
McKenna, of Corvallis, director of zone 3; A. J. Fish of 
Baker, director of zone 4; Milton Keyser of Roseburg, 
director of zone 5; W. L. Schroeder of Marshfield, director 
of zone 6; W. G. Wright of Klamath Falls, director of 


a 


zone {. 


BOSTON MASTERS SPONSOR SEGREGATED BIDS 
LEGISLATION 

A bill sponsored by the Master Plumbers’ Association 
of Boston and Vicinity and the Heating and Piping Con- 
tractors Boston Association, authorizing the segregation 
of contracts for the installing of plumbing and heating 
contracts in public buildings, was given a hearing by the 
Massachusetts state committee on municipal finance at the 
state house in Boston on Monday, January 17. 

Former Mayor Eugene R. Stone of Quincy, Mass., pre- 
sented the case for the proponents, as chairman of the 
joint committee of the two organizations interested. He 
declared that 50 per cent of the contracts on public build- 
ings are awarded to contractors not financially in good 
condition. Thomas O’Callaghan, of the Acme Heating & 
Ventilating Co., asserted that almost all of the oldest and 
most reliable firms in Boston refuse to submit bids on 
public work when the heating and plumbing are handled 
by the general contractor. 

Other speakers who favored the measure were Edward 
C. Kelly, president of the Master Plumbers Association of 
Boston, Inc.; Andrew F. Curtin, chairman of the legisla- 
tive committee of that organization, and James G. Gil- 
lespie of the same committee, and Robert A. LaCentra, a 
member of the board of directors of the plumbers’ asso- 
ciation. 
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The sole opposition to the bill came from Elisha Adlow 
appearing for the law department of the city of Boston 
He argued that if the door for separate contracts was onc 
opened to the plumbers and steamfitters, eventually ever) 
other craft would demand the same privilege, and that th« 
construction of public buildings would be put right back 
into politics. ‘‘Infinite splitting of contracts, as might 
result if the bill was passed,’’ he averred, ‘“‘would spread 
and scatter responsibility, so that the public interest might 
be left out.” 

At the close of the hearing, the committee took the 
matter under advisement. 





BOSTON MASTERS’ ASSOCIATION INSTALLS NEWLY 
ELECTED OFFICERS 


Edward C. Kelly was elected president of the Master 
Plumbers’ Association of Boston, Inc., at that organiza- 
tion’s annual meeting, held at Boston, Mass., recently. He 
thus succeeds to an office occupied some years ago by his 
late father, of the same name, whose tenure of office was 
deemed a most successful one. 

Other officers named included the ‘following: Vice presi- 
dent, Herbert L. Rose, Sr.; financial secretary, J. Preston 
Perham, a former national association director; treasurer, 
Patrick J. Lang; clerk, Robert C. Van Amringe. 

Board of Directors: Edward C. Kelly, John J. Downey, 
J. Preston Perham, Patrick A. Lang, James G. Gillespie, 
Robert A. LaCentra, Patrick W. Donoghue, Charles H. 
Smith, Herbert L. Rose, Sr., Edwin W. Cox and James A. 
Cotter. 

Legislative Committee: Andrew F. Curtin, a former 
national officer, chairman; David Craig, former president 
of the National Association; William P. Kane, James G. 
Gillespie and K. W. McManus. 

Auditing Committee: John J. Vogel, chairman; Ed- 
ward H. Merchant and William J. Kelly. 

Nominating Committee: John J. Downey, chairman; 
P. W. Donoghue and Robert A. LaCentra. 

The guest of honor and principal speaker at the annual 
meeting was Wallace T. Wordell, president of the Massa- 
chusetts Master Plumbers’ Association. A special fea- 
ture of the meeting was the presentation to John J. 
Downey, the retiring president, of a beautiful gold banjo 
clock, in appreciation of his efficient services. A hand- 
some bouquet of roses was presented to Mrs. Downey. 

The newly elected officers later were duly installed in 
their respective positions by James S. Cassedy of Cam- 
bridge, Mass., a director of the national association and 
a former president of that organization. 





OAKLAND MASTERS AND JOURNEYMEN HOLD 
JOINT MEETING 

Marked by the spirit of good-will and the expressed de- 
sire to work together in the future as they have in the 
past, the masters and journeyman plumbers of Oakland, 
Alameda and Berkeley assembled at the P. G. & E. hall, 
Oakland, on Thursday evening, January 20, and listened to 
a number of speakers whose theme centered about co- 
operation as related to the maximum measure of service 
to be rendered the public. The attendance was not lim- 
ited to the members of the organized bodies, either of 
the mastérs or journeymen. 

The meeting was in charge of W. H. Graham, who, in 
his introductory remarks, stated that the bill providing 
for California’s plumbing code had just been introduced 
in the Senate and Assembly. 

Among those who spoke were: Harry G. Newman and 
W. H. Graham, on behalf of the master plumbers; and 
for the journeymen, F. M. Van Norman of Los Angeles 
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and E. B. Fitzgerald, in all of whose remarks the word 
“service” figured prominently. The principal speaker was 
Chester Rowell, dean of California publishers, whose ex- 
tensive world-travels and jovial delivery combine to make 
his services much sought after as a speaker. Among 
other subjects he referred to the difficulty (and expense) 
connected with taking a bath in Moscow. What he had 
to say about bathing in Japan, Java, the South Sea 
Islands and India held great interest for his audience. 

The Acorn Trio, popular Oakland entertainers, gave a 
highly enjoyable vocal and instrumental program through- 
out the evening. 





CINCINNATI ASSOCIATION MOVES OFFICES 

The Master Plumbers’ Association of Cincinnati, Ohio, 
has moved its general offices and meeting room from 
325 East Fourth street to The Hamilton County Fire 
Insurance Building at Twelfth and Walnut streets. The 
regular meeting of the association was held at the Fourth 
street meeting room on Thursday, January 20. No de- 
cisive action was taken on any of the topics before the 
meeting under the presidency of former National Presi- 
dent John J. Vogelpohl, and the evening was spent in 
general discussion. 





Oo. B. A. MASTERS HEAR INSTRUCTIVE TALK 

In co-operation with the Oakland-Berkeley-Alameda 
master plumbers, the San Francisco branch of American 
Radiator Company arranged a practical and highly in- 
structive talk at Plumbers’ Hall, Oakland, January 24, 
on the mechanics of several products of that concern. 
Each step was carefully demonstrated with equipment. 
The work was in charge of E. R. Anthony, Jr., Oakland 
representative for the American Radiator Co. Besides the 
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master plumbers present, the meeting was also attended 
by many jobber salesmen and a number of journeyman 


fitters. 





SALT LAKE CITY ASSOCIATION ADMITS 
NEW MEMBER 

Herman Schrader, Salt Lake City, Utah, became a 
member of the Salt Lake Association of Sanitary and 
Heating Engineers at the regular semi-monthly meeting 
of that organization. Mr. Schrader is well known in 
that section, having been a plumbing contractor for a 
number of years. 

Will Rees, chairman of the auditing committee, re- 
ported that the committee had checked the books for 
the past year and found them in first-class shape. Ross 
Dudley was engaged as part time secretary. Ralph D. 
Evans, president of the organization, presided at the 
meeting, which was attended by representatives of twenty- 
four firms. 








NATIONAL PRESIDENT N. A. M. P. MOVES TO NEW 
BUSINESS LOCATION 


Wm. F. Wilson Co. of San Francisco, of which Albert 
J. Wilson, president of the National Association of Master 
Plumbers, is one of the proprietors, has moved from its 
old location at 328 Mason street to its new building,: just 
completed, at 240-242-244 Fourth street. The new head- 
quarters are a commodious two-story reinforced concrete 
structure, and will provide adequate room for the office 
and work-shops, with a total. floor space of 9,000 sq. ft. 
While the building fronts on Fourth street, where the 
showrooms and offices are located, provision is made for 
a delivery truck entrance on Tehama street, in order to 
reach the shops and storeroom. 








““A Kalamazoo Direct to You” is a trade mark made known to 
thousands of stove buyers through the efficient production of 
this immense plant. And at The Kalamazoo Stove Company, 
where proper engineering, design, and dependable service are 
well known, Merrell Pipe Threading Machines have proven up 


to their standards. 


Profit by the experience of such satisfied manufacturers and 
practical shop men. Install a Merrell Pipe Threading Machine 


selected to meet your requirements. It will pay for itself in a 


surprisingly short time. 


MER 


PIPE THREADING 





THE MERRELL MANUFACTURING CoO., 





TOLEDO, OHIO 








Merrell Pipe Threading Machines are 
made in both the lathe type for heavy 
constant duty, and in the revolving head 
type for occasional service work or where 
first cost is a factor. Ask for bulletins on 
Merrell machines to meet your needs. 
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“The Results Have Been 


Almost a Miracle” 


OMPANY 
pPLY © 
WELBORN. SUR Man SUPPLIES 

BE 










ale 





y COs 
wy vv 
so spectesty 
Buffers rralo, u. ¥- 
ute net we Te" 
Gentiaer yeasuT® ie trade 
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Letters, like this from Welborn Supply 
Co. of High Point, N. C., add weight to 
the claim that Boiler Neverleak is truly 


“The Miracle Liquid.” 


Save yourself a lot of work, save the 
owner a great amount of inconvenience 
and make good money by placing your 
confidence in Boiler Neverleak. 


Your jobber can supply you. Ask for the 
genuine Botler Neverleak. 


Memorandum 


Don’t forget Pipe Joint 
Neverleak. Makes leak- 
less joints. Resists water, 
steam, gas, air and acids. 


Send for liberal FREE 
sample. 




































LIQUID VENEER CORPORATION 
353 ELLICOTT STREET BUFFALO, N. Y. 
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LOS ANGELES MERCHANT PLUMBERS AND MEM- 
BERS OF S. D. L. URGED TO LEARN MODERN 


MERCHANDISING METHODS 


Master plumbers of Los Angeles, Calif., and members 
of the Sanitation Development League, to the number of 
about 300,-assembled Monday night, January 25, to listen 
to a merchandising talk delivered by C. W. Wanger, of 
the Woodward-Wanger Co., Philadelphia, and heard what 


| was probably one of the most inspiring addresses on the 


subject of merchandising plumbing supplies most of them 
ever had heard. 

The high points of Mr. Wanger’s address were three in 
number. These were, first, that times had changed dur- 
ing the last few years and that the master plumbers face 
a new situation to which they must adjust themselves. 
Second, that the master plumber is the only proper and 
logical medium through which plumbing supplies should 
reach the ultimate consumer. Third, that the master 
plumber must learn to merchandise his goods properly 
and develop into a real merchant. The speaker stressed 
these three propositions over and over again and inter- 
larded his address with stories and concrete illustrations 
which brought home to every listener the importance of 
these three things in making the plumbing industry a 
more profitable and progressive business. 

As to the first of these three, Mr. Wanger said the ex- 
perts at Harvard found that the building developments 
of the country were tapering off. In addition, the com- 
petitive elements in the industry were increasing. Today 
the master plumber faces the task of competing with the 
catalog house, the wholesale-retailer, and in some sec- 
tions of the country, notably in the east, even with the 
drug stores. The speaker warned his hearers that the 
industry faced a period of the keenest kind of competi- 
tion. He asserted that an average number of nine com- 
petitors figured on every job. Therefore, if the master 
plumber could not merchandise his goods properly he was 
certain to fall to the rear in the race. But the fact of 
competition is universal—the plumber is in competition 
with the department store, with the automobile dealer, 
with every other business man of whatsoever industry, 
for his share of the great American dollar. The only way 
to get his share of that dollar is to go after it intelligently. 

The speaker said the big job is to merchandise goods. 
He said it is good to be a good mechanic, it is good to 
have an adequate cost accounting system, but the plumber 
must sell his merchandise. He asserted that the master 
plumber represents a most significant part of one of the 
biggest businesses in the country. He said that the 
plumbing goods on the shelves of jobbing houses and of 
master plumbers amount to more in value than all of the 
gold mined in the country for a year. The big problem 
confronting the industry is to merchandise these goods 
profitably. 

Materials must pass through the proper channels. The 
American public must be taught to buy plumbing from 
the master plumber. In order to bring this about every- 
body in the industry, from the manufacturer down to 
the master plumber himself, must get on the job. The 
master plumber occupies a strategic position in the whole 
business—-he is the neck of the bottle, and through him 
everything should, and must, go. The speaker said he 
understood that many master plumbers had not had a 
business education. Therefore, he must acquire that edu- 
cation and be trained to be a salesman. 

The speaker defined salesmanship as the art of per- 
suading the customer to your point of view as regards 
If the master plumber is in a position to 
explain intelligently the difference between fair, medium 
and best in plumbing equipment, then he can sell. Any 
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one who can not do this remains just an order taker. In 
the process of educating the master plumber to become a 
real salesman, the jobber must help. Instead of thinking 
about price all of the time, forget the price and walk into 
the place of the master plumber with an idea. 

Merchandising today consists of a quick turnover, it 
consists of small profits but lots of them. The new mes- 
sage of today is to buy. just what you need and just what 
you can turn over quickly. Pay attention to your mental 
attitude for this is of great importance in converting your 
business into a profitable one—in other words, think 
profits into your business. 

In merchandising, every one must know his goods, know 
the needs and requirements of his customers and himself. 
Knowing this, a man can sell, satisfy and make it pay. 

Too much of the plumbing goods bought today are 
bought because of law or need for sanitation, not because 
they are sold. 


CINCINNATI ASSOCIATION HOLDS ANNUAL DANCE 
AND PARTY 

On Saturday night, January 22, the annual dance and 
party of the Master Plumbers’ Association of Cincinnati, 
Ohio, was held in the Elk’s Temple in that city. Enter- 
tainment, games, and dancing were the divertissements 
of the evening, with music by the Hotel Gibson Orchestra. 

“Jerry the Tramp” gave a humorous discourse on 
political subjects, and acted as official announcer. Old 
and new song hits were presented by professional enter- 
tainers supplied by William Tillett and E. Frank, the 
committee in charge of arrangements for the affair. One 
of the features was a demonstration of the latest dance 
steps by a team of dancers from New York City. All 
who attended voted the party a great success. 





N° 40 
WATER HEATER 
MADE BY 
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MIAMI TO BUILD NEW STORM AND SANITARY 
SEWERS 

Bonds in the amount of $4,134,000 were sold by the 
Miami, Fla., city commission, January 17, for streets, 
sewers and sidewalk improvements this year. The sum 
of $2,127,326 was set aside for storm and sanitary sewers, 
and it is expected that work will get under way within two 
months. Bids will probably be received in about five 
weeks. 


CLIFTON MASTERS TO INSTALL OFFICERS 
The annual installation of officers and the ladies night 
of the Clifton, N. J., Master Plumbers’ Association will be 
held Saturday evening, February 12, it is announced. The 
affair is to be held at Fairlawn, the same place as last 
year. A good dinner, entertainment and dancing are 
promised by the entertainment committee. 
NORFOLK MASTERS HOLD OYSTER ROAST 
The postponed oyster roast of the Master Plumbers’ As- 
sociation of Norfolk, Va., Inc., was held on Saturday, Jan- 
uary 22, with arrangements made to accommodate 50 
members. The “blue” team, headed by Captain Edward 
Turner, which won the recent membership contest from 
the “‘gray’’ team, captained by Thomas Thompson, was 
the host for the roast, which was held in Tidewater, Va. 


— lan 


ATTRACTIVE WINDOW DISPLAY DRAWS CROWDS 
Lohman Brothers, merchant plumbers at 232 South 
Spring street, Los Angeles, have installed an attractive 
window display which is catching the eyes of a majority 
of the people who pass by. The display consists of a line 
of sinks, from the rough casting just after pouring to the 
finished enamel ware as it will be installed in the home. 








IMPROVED 


: SURE 
HOT 


Water Heater 





The Improved “Sure-Hot’”’ Heater has added efficiency 
obtained by more heating surface in the copper coil. 


The No. 40 shown will heat a 30 or 40-gallon range boiler. 


No connections on the cover, may be easily removed for 


u 


THE cleaning without disconnecting piping. 


ieee 7 1 It’s easy to sell, easy to install and furnishes an ample supply 


Nine 
HART f 


of uniformly hot water at practically no expense for fuel. 
It has nothing to adjust—nothing to get out of order. 


Write Today 
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THE M. S. LITTLE MFG. CO. 


HARTFORD - - 


INCORPORATED 
CONNECTICUT 
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Install 


Iron City Ware 


The Best Enameled 
Plumbing Fixtures Made 


Black and Gold Label 














Iron City 6000 C 


Enameled Apron Sink 
Made in several sizes and 
different styles 


A most beautiful and sani- 
tary fixture for any kitchen 
with glistening durable 


white enamel. 


A high grade sink of this 
design adds character and 
dignity to the home, and 
makes friends for the 
plumber who installs them. 
The High Quality of 
Iron City Ware is 
Always Apparent. 


Sold Through the Jobbing Trade 

_ Tron City Sanitary 
_ Manufacturing Co. 
Pittsburgh, Pa. 
































Samples of all of the various materials that are used in 
producing the finished ware are contained in bottles and 
placards explain what they are and their use. The display 
was arranged by the Washington Iron Works of Los 
Angeles. 





UTICA MASTERS HEAR EVANSVILLE REPORT 


R. E. Seannel, secretary of the Utica, N. Y., Association 
of Master Plumbers, who represented the local branch at 
the national convention of presidents and secretaries held 
recently at Evansville, Ind., gave a report to the local 
branch, which was held in the organization rooms, 7 
Hopper street, on January 19. 

In accordance with the plans outlined at the conven- 
tion, the local association is‘taking up the proposition of 
certified heating and association guaranteed plumbing. 





JERSEY CITY MASTERS FIX DATE OF ANNUAL 
BANQUET 

The Master Plumbers’ Association of Jersey City, N. J., 
will hold its annual banquet at the Masonic Club, Clinton 
and Crescent avenues, Thursday evening, February 17. 
The committee, made up of Valentine Ringle, chairman, 
John T. Edge, Henry A. Cohendet, James T. Brennan, 
John J. Corcoran, Joseph A. Sprouls, Richard Entwistle, 
Charles Werner, Abraham M. Aronson, Harry Wasserman, 
Jr., William F. Bailey, William Schoenfelder, John J. 
Sharrock and Joseph Benedetto, has made arrangements 
for a splendid dinner. 





MAKE ARRANGEMENTS FOR ANNUAL BANQUET 

The annual banquet of the Philadelphia Suburban As- 
sociation of Master Plumbers will be held at the White 
Apron Club, Highland Park, Pa., Wednesday evening, 
February 23, it is announced. David Sanderson will be 
chairman of arrangements. 


ELECTED PRESIDENT OF BUILDERS’ EXCHANGE 

Charles W. Knights, a plumbing and heating contractor 
at 1919 University avenue, Berkeley, Calif., was recently 
elected president of the Berkeley Builders’ Exchange. Mr. 
Knights is also president of the Berkeley Plumbers’ Com- 
munity Club, and is an active member of the Master 
Plumbers’ Association of Oakland, Berkeley and Alameda. 








NEW YORK BUILDING CONGRESS HONORS MEMBERS 
OF PLUMBING AND HEATING INDUSTRIES 

The New York Building Congress on Friday, January 
21, accepted Charles Ruppert, plumber; Thomas Lyman, 
plumbers’ helper; Hugh Whitney, steamfitter, and William 
C. Hansen, steamfitters’ helper, for membership in recog- 
nition of their superior workmanship on the General 
Motors Building at Broadway and Eighth avenue, be- 
tween 57th and 58th streets, New York City. 

R. H. Shreve, president of the Congress, awarded cer- 
tificates and gold buttons, which are also symbolic of 
exceptional craftsmanship. A number of men of the va- 
rious other building trades were honored in a similar 
manner. 





SAN DIEGO MERCHANT PLUMBERS HEAR C. W. 
WANGER 

C. W. Wanger of the Woodward-Wanger Co. of Phila- 
delphia, Pa., was the speaker of the evening at the Janu- 
ary 26 meeting of the Merchant Plumbers’ Association of 
San Diego, Calif., which was held at the Cabrillo Hotel in 
that city. 

At a previous meeting of the association, officers were 
elected for the ensuing year. Erling Rohde of LaJolla 
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was named president; E. K. Burdett, first vice president; 
J. P. Murphy, second vice president; A. O. Reed, auditor; 
W. H. Kreiss, treasurer; Andy Croskey and Edward Rhode, 
directors at large; and W. W. Cheever, sergeant-at-arms. 
The officers will be installed at a joint meeting with the 
Ladies Auxiliary on February 8, at which time officers of 
the latter organization will also be installed. 


W omen’s eA uxiliaries 


East Side Auxiliary Holds January Meeting 

A meeting of the East Side Ladies’ Auxiliary was held 
Friday, January 14, at the home of Mrs. George Hirth, 
Belleville, Ill. Mrs, Parker Hammond, past president, was 
presented with a ring inscribed with the auxiliary’s in- 
signia in appreciation for her services during the past 
two years. Resolutions of condolence upon the death of 
Mrs. William G. Bergner, who was an active member of 
the auxiliary, were drawn up to be sent to Mr. Bergner. 

Salt Lake City Auxiliary Gives Banquet and Dance 

The Ladies’ Auxiliary of the Salt Lake City, Utah, Asso- 
ciation of Sanitary and Heating Engineers entertained the 
masters at a banquet, followed by a dance, at the home of 

















Officers of the Ladies’ Auxiliary of the Salt Lake City, Utah, 

Association of Sanitary and Heating Engineers. Mrs, O. S. 

Walsh, vice president; Mrs. Ralph D. Evans, president, and 
Mrs. 8S. J. Tobin, secretary-treasurer 


Mrs. O. S. Walsh, on January 13. Mrs.R. D. Evans, president 
of the auxiliary, presided at the banquet, and ina talk dis- 
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RAYMOND’S 
Lead Roof Flanges 


are not CAST —but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
738 So. Washtenaw Ave. CHICAGO, ILL. 











DECECO 
ALL-WHITE CHINA FAUCETS 





628-H 


Unlike any others they have the improved overlap china handles 
and housings that conceal the valve stems and all other metal 
parts. Avoid the commonplace fixture with tarnished brassy 
valve stems and insist on DECECO ALL-WHITE CHINA with 
NO EXPOSED METAL. Your jobber will supply you. 


THE DECECO COMPANY, BOSTON, MASS. 














cussed the importance of an auxiliary and the necessity of 
the wives of the masters supporting it. Mrs. O. S. Walsh, 
the hostess, was given a vote of thanks for her work in 
helping to make the affair so successful. 

Dancing and games were enjoyed after the banquet. 
About seventy guests were present. 











AMERICAN [ISTRICT STEAM COMPANY 


GENERAL OFFICES AND WORKS 


Norta ToNAWANDA.NY. 
New York Chicago 





Branches: Seattle 


ADSCO HEATING 
ADSCO (GRADUATED RADIATOR VALVES 





























Group of members and guests at the banquet given by the 











Ladies’ Auxiliary of the Salt Lake City Association of Sant- 
tary and Heating Engineers 
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t wil PEERLESS Unit Heat- 


ers, for factories and 
other industrial build- 
ings, provide more uni 
form distribution of 
heat, better control of 
room temperature 
(without extra drain 
on the boiler), and cost 
less to install than 
ordinary radiation. 
Write for literature. 





PEERLESS UNIT VENTILATION Co., INC. 
Skillman Avenue and Hulst Street (D) 
Long Island City, New York 
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THE NAME OF KOVEN 


It stands supreme, the name of Koven. 
The wisest buyers expect to see that 
name on the products they install. It 
is up to you to supply them with the best. 
You need never regret a Koven installa- 
tion. It will wear well, last interminably 
and altogether remain as an everlasting 
credit to you. 

The sink as illustrated above is made of 
No. 12 galvanized steel in various sizes 
at prices affected by the nature of the 
installation. 
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L.O. KOVEN & BROJTHER, Inc. 
154 Ogden Ave., Jersey City, N. J. 
New York City Warehouse: 50 Cliff St. 
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Heating Residences 


AND 
ll Buildi 
Small Buildings 

Gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 
used in heating small build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages. 

It takes a typical cottage, 
bungalow, two-story resi- 
dence and small garage and 
explains, step by step, the 
heating of each of these buildings by steam, vapor and 
hot water. 

All details of the systems are thoroughly described and 
illustrated. The layouts are so simple that any steam- 
fitter can use them as guides. 

Proper main and pipe connections, the proper connec- 


tions of chimneys, details about vapor heating and many 
other important features are explain 


Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor's library 


Price, $1.00 Postpaid 


Published by 


Domestic Engineering 
BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, Ill. 
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San Diego Auxiliary to Install Officers 

The Ladies’ Auxiliary of San Diego, Calif., recently held 
a card party at the home of Mrs. Erling Rohde, 412 Jack- 
daw street. Officers of the auxiliary will be installed at a 
joint meeting with the Master Plumbers’ Association to be 
held Tuesday evening, February 8. 

Camden, N. J., Auxiliary Elects Officers for 1927 

The Women’s Auxiliary to the Master Plumbers’ Asso- 
ciation of Camden, N, J., recently elected the following 
officers for the ensuing year: President, Mrs. Clarence 
Seull; vice-president, Mrs. Samuel Ricks; secretary and 
treasurer, Mrs. H. J. Eichfeld, and sergeant at arms, Mrs. 
Harry Rose. Mrs. Emil Reigert, Mrs. William Bond and 
Mrs, J. Dreher were chosen as trustees for the one year 
term. 

Pittsburgh Auxiliary Plans to Hold Dance 

On Thursday, February 24, a dance and card party will 
be given by the Ladies’ Auxiliary to the Master Plumbers’ 
Association of Pittsburgh, Pa., at Bellevue Borough Hall. 
Cards and dancing will be the features of the evening. All 
plumbers and supply men are invited to attend, and a 
large attendance is expected. 

Ohio Auxiliaries Preparing for Convention 

The Ladies’ Auxiliary of the Ohio State Association of 
Master Plumbers is preparing for the Ohio State conven- 
tion which will be held at Youngstown, Ohio, February 8, 
9 and 10. The Ladies’ Auxiliaries will hold their meeting 
Tuesday, February 8, at 2 o’clock, in the Ohio Hotel. New 
officers will be elected at this meeting. The Youngstown 
auxiliary has planned an interesting program and social 
affairs for the guests. 

On Wednesday, January 12, the Cleveland Ladies’ Aux- 
iliary entertained the state president, Mrs. C. Wilson, and 
the state secretary, Mrs. Randall H. Little, at luncheon 
bridge in the. Allerton Club. 

New Jersey Executive Board Meets in Jersey City 

The first 1927 meeting of the executive board of the 
New Jersey State Auxiliary was held Wednesday, Janu- 
ary 19, in Jersey City, with practically one hundred per 
cent attendance from the ladies of the board and enough 
guests from local associations to bring the total present 
to over 50. Mrs. Charles Zimmerman of Union City, state 
president, presided, and Mrs. W. T. J. Orriss, state secre- 
tary, assisted. One of the more important decisions was 
to provide for a uniform fiscal year for local auxiliaries. 
Due ,to the fact that the various locals were organized at 
different times during the year, elections and the like are 
spread over several months. Under the new plan the year 
for all locals would run from January 1 to December 31. 

Mrs. J. J. Corcoran of Jersey City, state chairman of the 
scholarship committee, reported favorably on the educa- 
tional fund. She urged local secretaries to report regu- 
larly to her when funds were raised by local association 
activities, in order to enable her to make reports to the 
national. It is hoped to raise sufficient funds to send a 
New Jersey boy to Carnegie Technical Institute. 

Another decision was to hold board meetings bi-monthly 
instead of quarterly, because of the large amount of busi- 
ness there is to handle when three months intervene 
between sessions. It is planned to hold the next meeting 
in Trenton, the home of Mrs. J. Miller Heidweiler, state 
treasurer, some time in March. 

After the meeting, the ladies were the guests of the 
Jersey City Auxiliary, being joined by members of the 
Jersey City Master Plumbers’ Association at a dinner at 
the Elks’ Club, and later attending the State Theater. 


A. E. Trimble, 1813 Virginia place, Fort Worth, Tex., 
has been awarded the plumbing contract on the City 
Recreation Department building at Fort Worth. 
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This &? That, Here& There 


The State of Connecticut is considering appropriations 
for additions and alterations to many state institutions. 
Additions at the State Hospital in Middletown include 
three large bathroom sections to cost $135,000. Water | 
lines and hydrants at the Mansfield State Training School, 
Mansfield, will cost $10,000. A sewerage system at the 
same place requires an appropriation of $50,000. 

Harry S. Coombs, 11 Lisbon street, Lewiston, Maine, has 
been commissioned to draw plans for an infirmary for 
girls, to be erected at Hallowell, Me., for the State of 
Maine. E. W. Webber is superintendent of the institution. 

Raymond M. Stowell, Boston, Mass., is preparing plans 
for a six-story brick and steel industrial building and 
garage to cost $3,000,000. The project will include a 
power unit and a central heat plant. 

A community of homes will be erected on Beaumont, 
un old estate in Govans, a suburb of Baltimore, Md., by 
the Suburban Construction Company of that city. The 
Gans home, a landmark, will be razed. 

F. R. Heck, 2028 Humboldt avenue, Birmingham, Ala., 
has been awarded the plumbing and heating contracts on 
the new residence for George T. Brookman in Birming- 
ham. 











Colgate University of Hamilton, N. Y., will build a new 
dormitory at a cost of $250,000. Bids will be called for 
and the work started in March. 























Top picture: Mr. and Mrs. R. K. Jeffords, and Mrs. and Mr. 
Erik Peterson, Fort Dodge.—Middle picture: Mrs. James B. 
Crowley, Oelwein; Mrs. W. P. Cooper, Fort Dodge; Mrs. J. B. 
Salz, Waterloo; Mrs. James L. Zahrobsky, Mason City; Mrs. 
Carl Anderson, Waterloo; Mrs, Carl Ottoson, Fort Dodge; Mrs, 
J. A. Wullbrandt. Des Moines.—Bottom picture: Mrs, H, A. 
Rynearson and Mrs. J. B. Brunner, Waterloo; Mrs. Floyd 
Buihner, Des Moines; Mrs. H. Duke and Mrs. J. W. Koch, 
Waterloo, at the recent convention of the Town Master 
Plumbers’ Association at Waterloo 
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Ford Uses SARCO 


Temperature Regulators 


The masters of organization who conceived 
and developed the enormous plants of the Ford 
Motor Co. recognized the value of Sarco Tem- 
perature Regulators as an important factor in 


producing a uniformly beautiful and enduring 
finish on Lincoln cars. Repeat orders show that 
Sarco Regulators are living up to the expecta- 
tion of the Ford engineers. 


The simplicity of the Sarco appealed to them; 
also the fact that it was not necessary to have air 
all over the plant, as the Sarco is self-contained 
and self-operated. Furthermore, they saw the 
advantage of putting the Sarco out of the reach 
of workmen—away from the temptation of tam- 
pering with the adjustment——by connecting the 


valve with the bulb on the ceiling of the ovens 
with 25 feet of tubing. 
The Sarco operates on steam, gas or hot water. 


Once set for any given temperature between 
30° and 300° F., it maintains that tem- 


perature. 


You can insure the correct temperature of hot 
water at all times by installing the Sarco. 


May we send you our interesting booklet 


M-90? 


Sarco Co., Inc. 


183 Madison Ave., New York City 


Buffalo 
Cleveland 


Peacock Bros., Ltd., Montreal 


Chicago 
Philadelphia 


Boston 
Detroit 
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Baltimore has been selected as the site for a new 
$2,000,000 post office. New post offices costing $100,000 
and $90,000 have been authorized, respectively, for West- 
minster and Easton, Md., as well as a $300,000 addition 
to the post office at Cumberland, Md. 

Possibility of building a 21-story garage in Baltimore, 
Md., is being discussed with business men in that city 
by Robert Frank Jordan, of the firm of Martin L. Hamp- 
ton Associates. The firm is erecting a similar building 
in Miami, Fla. 

Lloyd E. Mitchell, 915 East Monument street, Balti- 
more, Md., has been awarded the heating contract on the 
$100,000 apartment house at Canterbury Road for the 
Builford Realty Company, Baltimore, Md. 

The Bon Air Hotel Corp. of Mississippi will erect a 150- 
room hotel, each with bath or shower, at Biloxi, Miss. 

The Common Council of Lockport, N. Y., has approved 
the Craig farm as a location for the proposed reservoir 
and filtration plant, which is to be constructed at a cost 
of $550,000. 

William H. Alexander of Rochester, N. Y., was low 
bidder on the installation of the high pressure steam 
lines at the St. Lawrence State Hospital, Ogdensburg, 
N. Y. 

The following officers and directors were elected at the 
recent annual election of the Stradling Plumbing & Heat- 
ing Company of Utica, N. Y.: President and secretary, 
W. E. Stradling; vice president and treasurer, W. C. 
Ballda; assistant secretary, W. L. Putman. The directors 
are the officers and E. W. Stradling and H. E. VanTine. 


The contract for the construction of a $48,000 resi- 
dence for Louise S. Ackerman, to be built on Pacific ave- 
nue, San Francisco, has been awarded to Mattock & Feasy. 








Better Radiator Finish 
in Less Time 


If Handigrip spray painting equipment did nothing 
more than save you the time it does in painting 
radiators, it would be worth many times the 
investment. 


In a few minutes Handigrip does an hour’s work. 
This cuts down the labor cost on every job. 


But Handigrip does 
‘\. more than paint 
radiators and pipes. 
It decorates them. Plain 
bronze, stencil, oxidized, 
shaded or two tone color 
effects easily obtained. 





Special outfit, including 
compressor, for plumbers 
and heating contractors. 
We are pleased to afford you 
a demonstration under 
actual working conditions on 


your own jobs. 


Operates with 
Compressed Air 


Write for particulars. 


PLUMMER-HUFF COMPANY 
NAPOLEON . : : OHIO 
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A 60-bed hospital to cost $150,000 is projected for the 
city of Albany, Calif., to occupy the block fronting on 
Marin avenue, between Masonic avenue and Evelyn street. 

Plans calling for a new Shrine Temple for San Fran- 
cisco, to cost from two to four million dollars and to 
range from ten to twenty stories high, are now under way. 
At present the committee in charge is concerned chiefly 
with the question of location. Stores and offices will oc- 
cupy the lower floors; the upper poftion will be devoted 
to club rooms, a gymnasium, plunge and other club fea- 
tures. 

Eugene Fritz, Jr., a San Francisco capitalist, is plan- 
ning construction of an ultra modern, 20-story apartment 
house on scenic Nob Hill, to cost $2,500,000. Building 
will commence later in the year. 

University of California authorities have approved plans 
for a new animal science building at the Davis College of 
Agriculture. Three hundred thousand dollars will be 
included in the forthcoming budget to cover the cost. 


Barnett & Campbell of San Francisco, as owners and 
builders, have started construction of sixty-one detached 
homes in the west of Twin Peaks section, at a cost in 
excess of $250,000. Shower equipment and colored tile 
bathrooms are specified for these homes. 


Preliminary plans have been completed covering the 
construction of a junior high school building at River- 
side, Calif. The building will contain an auditorium and 
15 class-rooms. The cost will be about $175,000. 

City Architect John Reid, Jr., San Francisco, has pre- 
pared preliminary sketches for the proposed new South- 
ern high school to occupy two blocks between Cayuga, 
Otsego, Onondaga and Seneca streets. The structure will 
cost approximately $375,000. 





SELLING COMET GAS 
RADIATORS ? 


There is a big demand in your community for 
Comet Gas Radiators. You can easily take advan- 
tage of this market by simply applying for a pro- 
tected agency. 


The Comet Radiator is compact, durable and a 
combination of economy and efficiency. 





Write today for particulars. 


COMET RADIATOR COMPANY 
2010 Market St. Philadelphia, Penna. 
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Silverman, Brown & Heenan, 51 Cornhill street, Bos- 
ton, Mass., has completed plans for an apartment house 
io be built at 1630 Commonwealth avenue. 

L. H. Lewis, 59 Orange street, Waltham, Mass., has the 
contracts for remodeling the heating and plumbing sys- 
tems at the Waltham Trust Company’s building on Moddy 
and Pine streets in that city. 

The Williston Seminary, Easthampton, Mass., has tenta- 
tive plans prepared for the erection of a gymnasium build- 
ing.. A. V. Galbraith is president of the institution. 

The town of Concord, Mass., will build a new high 
school. W. A. Hall is superintendent of schools. An 
architect has not yet been selected to draw the plans. 


Bids will close February 11 for the construction of a 
3-story surgical building on East Concord street, Boston, 
Mass., for the City Hospital Department. Richie, Parsons 
& Taylor, 15 Ashburton place, Boston, are the architects. 

The County Commissioners, Hampden County, Mass., 
have commissioned HE, C. & G. C. Gardner, 33 Lyman 
street, Springfield, Mass., to prepare plans for a court 
house building to be erected in that city. George Cook, 
county commissioner, is in charge of the project, which 
will require an expenditure of $800,000. 

Figures will be received until March 1st by the con- 
struction department of the United States Government, 
Arlington building, Washington, D. C., for a new vet- 
erans’ hospital at Bedford, Mass. The project will cost in 
excess of $1,000,000. 














Show window of Charles Ginther, plumbing and heating con- 
tractor of Allentown, Pa. 


Jacob Weinstein, Chapel street, New Haven, Conn., is 
preparing plans for a Jewish community building at Port 
Chester, N. Y. The building will be a two- and four- 
story structure to include synagogue to seat 900 and a 
gymnasium building. A steam heating system is specified. 

Golden, Storrs & Co., Hartford, Conn., have completed 
plans for three apartment houses to be erected on Hop- 
kins street for A. D. Carani. Each building will be three 
stories high, 65x145 ft., to accommodate 25 families. 


Plans have been prepared by Parker, Thomas & Rice, 
Boston architects, in association with Henry Bailey Alden, 
also of Boston, for a new fourteen-story fireproof office 
building at the corner of State and Exchange streets, 
Boston. The land and building now occupying this site, 


have an assessed valuation of $2,000,000, 
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A water system $Q 5 


that sells for... 


ERE’S a pump that is built for 
the demands of builders—a sturdy 
dependable pump with 160 gallon 
capacity—operates on either central 
station or farm electric plant current 
—is a product of General Motors, with 
all that that means in careful construc- 
tion and sound value. Now it sells for 
$85 f. 0. b. Dayton, Ohio! 
The D-L Line of water systems in- 
cludes a pump for practically any city 
or farm purpose. They are all built to 


give years of service without attention 
—and are priced very reasonably. The 


General Motors plan of deferred pay- 
ments is available to purchasers of 
D-L water systems. 

Write today for catalog and complete 
information about D-L water systems. 


DELCO-LIGHT COMPANY 
Dept. Q-115, Dayton, Ohio 


WATER 
SYSTEMS 
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J. S. Cassedy, 133 Austin street, Cambridge, Mass., is 
installing the plumbing and steam heating systems in the 
junior high school building now under construction at 
Reading, Mass., at a total cost of more than $400,000. 


The Leighton-Mitchell Company of Boston, Mass., is 
the contractor for one of the most interesting real estate 
developments now taking place in Boston. It comprises 
the altering and remodelling of the fifty-four buildings 
on both sides of Dundee street into a total of nearly two 
hundred apartments, varying in size from five rooms and 
bath, to two rooms, bath and kitchenette. The buildings 
are being equipped with an efficient heating system, and 
artificial refrigeration, and plumbing of the most modern 
style is being installed, with artificial ventilation by ex- 
haust fans in every bathroom. 

Two new schools, to cost $175,000 each, will be built 
this coming summer in the Eastwood and Onondaga Valley 
sections of Syracuse, N. Y. 

Charles Thatcher Co., 39 Center street, Waterbury, 
Conn., has been awarded the plumbing contract on-the 
parish house to be built by the Immaculate Conception 
parish in that city. 

A syndicate in Cincinnati will build an apartment house 
to cost $425,000 on Madison road, opposite Withrow High 
School, in that city. It will be four stories, of brick and 
concrete, and will contain fifty-six five and four-room 
apartments. Samuel Hannaford & Sons are the architects. 

A school to cost $75,000 will be built by the board of 
education of Portsmouth, Ohio, at Eleventh and John 
streets in that city. DeVoss & Donaldson are the archi- 
tects. 

The Beacon Journal of Akron, Ohio, will build a new 
plant in that city at a cost of $500,000. 


February 5, 1927 


Make’em Smile—Then Ask ’em 
to Buy 


Have You Used Your Epigram Today? 


would not want for customers, and your sales would 

be limited only by the size of your supply. But you 
are in competition with a number of other merchants who 
sell the same commodities you do, and your chief problem 
is to get people into your store in preference to any 
other. 

Try an epigram each day to make the public think of 
your place of business when it thinks of plumbing or heat- 
ing. The fellow on the other side of your show window 
is the same kind of a man as you are. He likes to hear a 
funny story, or read a snappy epigram, and if he knows 
you will make him smile he will remember you when he 
has money to spend. Why not start today to let the epi- 
grams exert their drawing power? 


l" YOU had the only supply of bread in your city you 


Advice is like castor oil, easy to give and hard to take. 
. s+ «& 


We always have a warm welcome for cold cash, 
* * * 


It’s a long path that has to be cleared of snow. 
a 7 * 


It’s a bum system that doesn’t work once in a while. 
* on * 


An optimist is a man of ninety-five who buys a new suit 
with two pairs of trousers. 
- * + 
Isn’t it funny how flat a funny story sounds the second 
time? 
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Two New Creations of Merit 


Concealed Shower 
and Bath Fixtures 


BUILT to give greater satisfaction to the 
wholesaler, plumber, and consumer. 


BUILT for longer life on account of all work- 
ing parts being renewable at small cost. 


BUILT to give added joy to the bath. 


BUILT along modern lines backed by eighty 
years of manufacturing experience. 


Ask your wholesaler or write us direct for prices or samples. 


COLONIAL 





Tue Havornviite Co 
WAY DENVILLE MARS 





No. 2625 








THE HAYDENVILLE COMPANY 
Makers of HighGrade Plumbers’ Brass Goods 


NEW YORK 


MAIN OFFICE AND WORKS: BOSTON 


HAYDENVILLE, MASS. 
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ENGINEERS! ATTENTION! 

Gentlemen! The king is in difficulty! It is essential that 
every engineer in the kingdom rally to his support. He 
will starve to death! He will be rained on and get wet! 
His royal dignity will suffer! 

This must not be! We must save the king! Maybe he 
has a date for dinner with the queen! Or a queen! We 
must save him! S.O.S., B.V.D., P.D.Q.! How are we going 
to get him off that island? 

Remember he is surrounded by a ditch fifteen feet wide. 
There are only two planks in the kingdom each only four- 
teen feet six inches long, with no spikes or lashing available 
to join them. How are we to get the king across that fifteen- 
foot ditch? The kingdom is in turmoil. If we don’t get the 
king off that island the Bolshies will take over the govern- 
ment and the prices of things will go up. Let’s make our 
slogan: “Get the king off the island before Christmas.” We 
await your solution. No doubt the king will amply reward 
the man whe rescues him. 





Bottomless ditch 15’ wide surrounds 
the island 





Island 10’ square 




















THE BACHELORS’ COOK BOOK (CONTINUED) 
By F. A. W. 
Plain White Cake 

Put some flour and some milk or water into a big dish 
of some kind or in a clean pan and mix them up good. Then 
drop in an egg or two and mix them up with the rest of the 
ingredients. Then drop in some sugar and mix that in too. 
Then spill in a little vanilla for flavoring. Bake in a cake 
pan. If the mixture is too runny, poor in a little more flour. 
If it is too sticky spill in some more milk or flavoring. 
Bake until done. 

Chocolate Cake 

Same as above, except put in some powdered chocolate 

instead of the vanilla. 
Doughnuts 

Into a large pan or bowl put a lot of flour and milk and 
salt and cinnamon and mix very well and add a couple of 
eggs. Keep adding more flour ‘until you can roll out the 
dough on a table and then cut it in shapes for doughnuts. 
Stick a hole in the middle of each shape and fry in a pot 
of hot grease deep enough to float the doughnuts. Some 
people use a regular doughnut cutter and eliminate the 
necessity of punching holes in them. The holes are not put 
in the pan, 

Cookies 

Same as doughnuts, except that you do not put a hole in 
each one. Do not fry in grease, but bake in the oven in a 
tin pan. 

THEY CALL THIS A PUN 

She: “How do you suppose a fellow with two wooden legs 

can walk?” 


He: “Oh, he probably just manages to lumber along.” 
M. G., Ann Arbor, Mich. 





Last year on Valentine day someone sent me a small 
mirror, Wonder what they meant? i. a 2 
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Every Potomac bowl is 
carefully tested under 


water pressure before 
shipment. 








Deep seal; genuine non- ; 
soil hump and positive a 
syphonic action. | es 


POTOMAC | 


| POTTERY COMPANY 


KEYSER, W. VA. 
























































Save time 
Save tools 

' 
Save money, 
Use a Graves vise 
stand pipe bender 


and tool box on 
every job. 


Write for particulars. 


W. L. GRAVES 
Hatfield, Mass. | 




















You pay 
less 
for Shanklin Brack- 


ets. Takes less time 
and less labor to 
install. Builds into 
brick or Hollow 
Tile Walls. No lag 


’ screws—no bolts— 






































no screws. $1.00 each. Write for discounts. 
West Virginia Heating & Plumbing Co., Charleston, W. Va 


SHANKLIN RADIATOR BRACKETS: 
CoCcocooccc cooccecoocoosocooooosooCes 








For those built-in 
Bath Tub Jobs 


use the Lukomski Adjustable 
Bath Trap. It has a swinging out- 
let which eliminates exact line-up 
of stock and outlet connections. 


This fixture is a big time saver. 
Write for details. 


Ask your jobber 


LUKOMSKI BROS. COMPANY 





2468 EAST GRAND BLVD. DETROIT, MICH. 
Richard Dode, Representative : 
2565 Grand Concourse :: :: New York City 
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C.S.B. 


APPROVED 
SPRINKLER 
HEADS 


Emergency calls come in a hurry after 
a fire. If your stock isn’t complete your 
customer suffers—and you lose money. 
Get your order in now for replacements. 
C.S.B. Sprinkler Heads in four different 


temperatures—retarding chambers, 


alarm valves, circuit closers, dry valves, 


etc. 
WRITE FOR QUOTATIONS 


C.S.B. SPRINKLER COMPANY 


54 Batterymarch St., Boston, Mass. 


















































CLE-BAR 
co” The Heater 
with a 
Brass Coil 


This heater furnishes a maxi- 
mum supply of clean, hot water 
with minimum fuel. No more 
rust or scale. 


The Cre-Bar is the installation 
for hotels, garages, clubs, resi- 
dences, etc. 


Write for details 


CLEGHORN COMPANY 


54 Batterymarch St. Boston, Mass. 












































Bath a ‘Day ovement 


We are glad to be able to report this week that Green Lake, Wis., 
has been added to the list of cities and towns in the United States 
in which “The Story of the Bath” is 


being used as supplementary reading in 
the schools. In this case, the far-sec- 
ing master plumber is John Spudick, 
who made a publicity investment in 
one hundred copies of this interesting 


little booklet and handed them to ihe 
school authorities, who have distributed them to the various 
classes. 


publicity? What may any master plumber, or 

master plumbers’ association, expect from this 
kind of publicity? Just this—less sales resistance. Edu- 
eation, as has been said so often in this column, must 
precede selling. When it does, selling becomes an easier 
matter and, hence, less expensive. 

If, for instance, people could not read, there would 
be no market for books. But education teaches people 
to read and makes a market for the sale of books. So, 
in our field, education which stresses—as does “The Story 
of the Bath’’—the healthful effects of frequent bathing, 
makes easier the sale of the equipment which goes into 
the bathroom. 

Mr. Spudick has placed his booklet in the hands of 
the school children. The one hundred copies will be read 
to or by far more than one hundred children. They will 
talk about it at home, because it’s that kind of a booklet— 
it gets talked about. Parents will want to see this booklet 
—and letters from teachers tell us how interested the 


parents become. 

In addition to that, the idea of more frequent bathing 
is carried into the home. It puts, perhaps, a strain on 
the home where there is only one bath for four or five 
people. Or, because the equipment is more frequently 
used, and is now regarded as a means to health, members 
of the family begin to look at it critically and are in a 
mood to be approached on the subject of more up-to-date 
equipment. 

It is also of interest this week that J. D. Johnson Co., 
Inc., of Philadelphia, have ordered a supply of copies of 
“The Story of the Bath’? which they will distribute at 
the Builders’ Exposition in their city from February 7 
to February 12. Here again the educational message of 
this little booklet is going to be widely disseminated and 
in hundreds of homes the services of the master plumber 
are going to be regarded in a different light. 

If you have never read ‘‘The Story of the Bath,’ write 


for a complimentary copy. 


Win may Mr. Spudick expect from this kind of 





Cope Bros., Spokane, Wash., are setting the plumbing 
fixtures and the radiation in the court house at Coeur 
ad’Alene, Idaho. 

Wm. Lucas, Spokane, Wash., is just putting the finish- 
ing touches to the Rombach building, on which he had the 
plumbing and heating contracts. 

The James Smyth Co., Spokane, Wash., has started on 
the plumbing and heating installation for one of the 
railroads which is constructing a five-story hotel in the 
Canadian Rockies. 

The board of trustees of Canyon, Tex., Independent 
School District has selected Architects Peters, Haynes & 
Strange, of Plainview, to prepare plans for the construc- 
tion of a two-story brick and concrete school building to 
cost about $70,000. 
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Heating Boiler Design 
Culminates in “Heggie-Simplex” 


IX Heggie’s 35 years of boiler manufacturing, boiler design has 
undergone an evolution, advancing from that of the early, 
cumbersome types up to the perfected “Heggie-Simplex” self- 
contained unit. 
The “Heggie-Simplex” is the most modern heating boiler of to- 
day. Every feature has a scientific reason and furnishes definite 
advantages. It embodies all the desirable points which earlier 
types partially afforded, without any of their drawbacks. It pro- 
es the essentials necessary to the economical production of 
heat—in a boiler of the utmost simplicity. 


The “Heggie-Simplex” is not only the ultimate in design but “The 
Quality Boiler of the Market” as well. Made of the finest materials 
money can buy, fabricated with painstaking care—built as you 
roan f expect of “Heggie.” Heggie-Simplex Boiler Company, 
Joliet, Ill. (representatives in principal cities—phone, address, listed under “Heggie-Simplex Boiler Co.”) 


 HEGGIE-SIMPLEX 


ELECTRIC-WELDED STEEL HEATING BOILERS 
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| is Sticker 
ives You thelast 


F you could sit beside your prospect while the bids were read and tell him how to save 
countless repairs and countless dollars in the long run on the installation being considered, 
wouldn’t he be interested? Wouldn’t he be inclined to give that suggestion real consider- 
ation? And wouldn’t your name stand out in his mind far above those of the other bidders? 


Of course it would! And of course you can’t be present when the bids are read. But the 


Reading Two-Bid Sticker can and will act as your spokesman! 
Next time you estimate on steel pipe attach a Reading Two- 
Bid Sticker to your estimate. The “alternate estimate idea” 
gives you the opportunity to talk both price and quality. 
And gives your prospect a good impression of the progressive- 
ness and helpfulness of your establishment. 

If steel is used your prices are in line with those of your 
competitors. If interest is aroused in “‘pipe that will endure” 
you'll be called in to explain the reasons for “Reading’s” 
manifold superiorities and have a chance to make more 
money with less work. 


Write today for a supply of Reading Two-Bid Stickers and 
double your chances for those contracts. 


READING IRON COMPANY, Reading, Pa. 


Boston New York Philadelphia Baltimore 
Pittsburgh Cincinnati Chicago Seattle 
St. Louis Los Angeles Tulsa Dallas 
Detroit Cleveland Buffalo 
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Reading’s 


Identification 










So that neither 
paint nor time 
will erase its iden- 
tity we cut a band of 
spiral knurling upon 
every length of Read- 
ing Genuine Wrought 
Iron Pipe. It protects 
you against substitution 
and authenticates the in + 
stallation forever after. 


Spiral Knurled 
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TATENTS | 
Plumbing Department 


1,613,007. Sewage-Pumping Station. Charles Yeomans, 








Chicago, Ill., assignor to Yeomans Brothers Company, 
Chicago. A sewage pumping station comprising a pit 
casing having an entrance shaft and an air chamber above 
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1,613,007. 
the lower end of the entrance shaft, a sewage ejecting 
apparatus in the lower portion of said casing and auto- 
matic operating means therefor arranged in said air 
chamber. 
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* * * 

1,613,640. Flush Tank. Joseph Bartosik, Monessen, 
Pa. A flush tank including a reservoir, a supporting 
member carried by the reservoir, a drum having cylin- 
drical side walls and a discharge opening rotatably sup- 
ported by the supporting member adapted to be rotated to 
a position to discharge water through the discharge open- 
ing by the weight of the water confined in the drum, a 
supply conduit having an outlet disposed to direct a stream 
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1,613,640 








of water through the discharge opening into the drum 


when the drum is in filling position and against the 
eylindrical side walls to urge rotation of the drum from 
discharging position to filling position, and means for re- 
tarding rotation of the drum from discharging position to 
filling position, said means including a spring member 
having an arcuated portion, and a cam member rotatable 


with the drum and adapted for engagement with the 
arcuated portion of the spring member. 
oe * * 
1,614,346. Pedal Operator for Flush Valves. José 


Coret, Habana, Cuba. Apparatus of the class described 
comprising a standard, a base plate thereon having lugs, 
a covering casing on the standard having an opening in 
its front end wall and also having an opening in its top 
near its rear end, a pair of levers pivotally mounted on 
the Jugs, and articulated together, one of said levers ex- 
tending through said opening in the front wall of the 
casing and being provided with a treadle, and an op- 
erating chain attached to the rear end of the other lever 
and extending through said rear opening of the cover. 
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,PEERLESS 
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We Offer a Variety 


BIGNALL & KEELER make four 


distinct types of pipe 
machines, each {in several sizes, and 
modify these for special conditions. 


Our catalog will interest you. 


BIGNALL & KEELER MACHINE WORKS 
of the N. O. Nelson Mfg. Co. 
EDWARDSVILLE, ILLINOIS 


121 





bi Sit BEE RRS 


3 


ae 


wees ae we as iB) eS aa, 


threading 





PEERLE>S 
5) {¢] 








A Fire 
on a Shingle 
Roof 





That old trick of trying to 
balance a blow torch in one 
hand while fitting a roof 
flange is dangerous business. 
It is also unnecessary if you 
use HESSLER Roof 
Flanges. 
lead, oakum or putty 
needed — just a hammer. 
Instantly adjusted to any 
pitch roof. 
do the job in ten minutes. 


H. E. HESSLER COMPANY 
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Made in six 
sizes— galvan- 
ized and cop- 


FEA CEES 


per. If your 
jobber can’t 
supply you 
we can. 


~& 


No blow torch, 


RH 
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One man can 


“ 


SYRACUSE, NEW YORK 
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THATCHER 


Progress Boilers 


HOROUGH combustion of fuel and 

perfect circulation of water in each 
section are advantages of the Thatcher 
Progress Boiler. They are due to the 
unique triangular construction of the 
sections, coupled with the triple fire 
travel. 


The triple fire travel compels both 
the flames and gases to pass three times 
through the entire length of the boiler 
before entering the smoke flue, thus 
utilizing what in many boilers is 
wasted. 


The Progress also has the lowest 
water line, a popular feature since 


it does away with the objectionable 
boiler pit, permitting the use of the 
boiler in low cellars. 


Send for printed matter and full information 
regarding the Thatcher Progress Boiler, and 
inguire about our liberal dealer proposition. 


THE THATCHER COMPANY 


Since 1850 
CHICAGO NEWARK, N. J. NEW YORK 
341 N. Clark St. 39-41 St. Francis St. 21 W. 44th St. 





THATCHER 


BOILERS-FURNACES-RANGES 
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1,613,644. Hose and Pipe Coupling. Joseph A. Cos 
tello, Cleveland, Ohio, assignor to The Cleveland Brass 
Manufacturing Company, Cleveland, Ohio. A hose and 
pipe eoupling comprising an upright upper coupling-mem 
ber which has circumferentially spaced external flange 
having top surfaces extending circumferentially and end 
wise of the coupling, a lower coupling-member arranged 
under and adapted to abut endwise against and commu 
nicating with the upper coupling-member and having : 
downwardly facing external shoulder, and a rotatabl 
sleeve arranged externally of said coupling-members and 
capable of shifting upwardly independently of the upper 


| coupling-member when the lower coupling-member i: 





1,613,644. 
loose in relation to said upper member and having an 
internal shoulder opposite the first-mentioned shoulder 
and also having lugs spaced circumferentially of the 
coupling and arranged to extend over the aforesaid sur- 
faces, said surfaces and said lugs constituting means 
whereby said shifting of the sleeve occurs during the re- 
quired rotation of the sleeve, and said sleeve extending 
opposite and being loose in relation to the circumferential 
edges of the aforesaid flanges and having upwardly pro- 
jecting centering members which extend above said flanges 
and are arranged in alternating and spaced relationship 
to said lugs and spaced farther than said edges from the 
axis of the sleeve. 





1,614,346. 


* * * 


1,613,670. Flush Tank. Charles M. Meighan, Tarboro, 
N. C. The combination of a tank, said tank having a 
discharge, a vertically movable valve for controlling said 


discharge, an element fixed to and extending upwardly 


« 








1,613,670. 


| from said valve, a bell crank having one arm connected 





with the upper portion of said element, and also having 
a trunnion intermediate of its arms, and a lug pendent 
from its portion intermediate of its arms, a rod threaded 
through said lug and thereby adjustably fixed thereto and 
having a weight at the opposite side thereof, with refer- 
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ence to said vertically movable element, and a manually 
operable crank connected with the other arm of crank. 
* om a 

1,613,714. Electric Water Heater. Alphonse Martin, 
Ogdensburg, N. Y., assignor of fifty-one one-hundredths 
to Max Katzman, Ogdensburg, N. Y. In an electric water 
heater, a container for the water to be heated having a 
heat insulating jacket open at one side from bottom to 
top, an electric heater within the container having ter- 
minals extending through the top of the container, of an 
electric thermostat switch in said opening having ter- 
minals at the top of the container, and a coupling at the 
top of the container for conducting the heater terminals 
with the switch terminals. 








1,613,714, 


1,613,785. Flush Valve. Ebenezer M. Bliss, Riverside, 
Calif. In a flush valve, a casing formed with a valve 


chamber in the upper part thereof and provided with an 
inlet leading into said chamber, a valve opening leading 
from said chamber, and an outlet, a valve mounted to 
seat in said opening, an auxiliary valve chamber, valve 
lifting rods extending outside said auxiliary valve cham- 
ber, means for normally holding said valve on its seat, a 
yoke, means connecting said yoke and the outer ends of 
said rods, and a means for lifting the valve lifting rods 
and for holding the valve in an open position until the 
flow of water through said valve opening ceases. 
> * * * 


1,614,242. Water-Heater Coil. Robert C. Hoyt, Oak- 
land, Calif., assignor to Hoyt Heater Company, Los An- 
geles, Calif., a corporation of California. A water-heater 
coil-unit comprising an inner and an outer coil having 


inlets at their lower ends and adapted to extend above a 




















ZO 
1.613.926 





i 
1,614,242. 


suitably supported heating element and to allow the cir- 
culation of water to be heated by said element, and an 
intermediate coil connected with the first-mentioned coils 
at their upper ends and descending towards their inlets 
to the unit; the lower end of the intermediate coil being 
above the lower end of one of the other coils for protection 





DOMESTIC ENGINEERING 123 














Ge ih 


THE QUALITY LINE— 
Burn perfectly in the wind and ex- 





tremely co!d weather. ‘They are the 
best torches to use for all indoor or 
outside work. They give satisfac- 
tion, save time and fuel and always 
please the user. 
Jobbers supply at factory price 
CLAYTON & LAMBERT MFG. CO. 

6246 Beaubien Sireet Detroit, Michigan 











No. 32 TORCH 
Ask for latest Price 
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Do You Use 
Gleockle Radiator Brackets? 





* 

* 

* 

Sad 

* 

* 

* 

* 

* 

- * 
They fit any make of wall radiator, |# 
and require less wall space. Once in | 
place, they are quite invisible. Made __|* 
of wrought iron and dipped to pre- |# 
Write for details. - 
‘ 

* 

Fe 

* 

* 

* 

* 

% 


vent rust. 


A. F. GLEOCKLE, Jr. 
415 BAY STREET 
ROCHESTER 
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¢ NEW YORK 
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For Overhead 
Vehicle 
=, Washing 


The Muller Reliable Automatic Washer is made 
of galvanized pipe revolving in swivel bearings 
made of brass and bronze metal. The washer 
is equipped with an automatic cut-off which per- 
mits regulation of water supply. 


Write for details 


EDWARD MULLER & SON 


5023 Hudson Blvd. 1306 John St. 
NORTH BERGEN, N. J. 











hhh eee ehh 4 4444444 








AAA pA AAAABAAADAAAAAAAAAAAAAAAAAAAAAAAA. 




















Recover that 
Waste Heat | 


for your customer. 
The Guardian Water | 
Heater arrests the es- | 
caping heat and com- 
pels it to be utilized 
to heat water for 
domestic use. 





Operates equally well on horizontal or vertical smoke 
| pipe. You can install the Guardian at a good profit 
| for $35 to $50. 
FIRELESS HEATER COMPANY Inc. 
974 Bergenline Ave., North B:rgen, N. J. 











West New York, N. J. P. O. 
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against overheating and the exit of said intermediate coil 
being separated from the inlets to the first-mentioned coils 
so that only hot water will pass through and issue from 
the intermediate coil. 
* * ~ 

1,613,926. Closet Connection. James Bropson, Cleve- 
land, Ohio. The combination with a bell end soil pipe, of 
a ring engaged beneath the shoulder defined by the bell 
portion of said pipe, a second ring engaged with the 
surface of a floor, means for drawing said rings toward 
each other to secure the bell end of said pipe with respect 
to said floor, and means for fastening a toilet fixture to 
the last mentioned ring. 


* * * 

1,614,090. Soldering Iron. Folmer S. Uttenthal, Buf- 
falo, N. Y., assignor to Karen Uttenthal, New York, N. Y., 
and Tekla Nielsen, Buffalo, N. Y. In a soldering iron of 
the character described, a single tubular shank forming a 
mixing chamber, means for supplying fuel gas and oxygen 
to said shank, said shank being formed to provide a 
horizontal central handle portion, the front portion thereof 


c 
» 
3 





~— : ‘ et , a 
1,614,090. oa 5 
extending upwardly in the form of a gooseneck, a sup- 
porting member secured to the front end of said shank 
and extending downwardly and forwardly therefrom, a bit 
mounted in the lower end of said supporting member, the 
lower end of said bit being substantially in line with the 
axis of said central handle portion, and a burner mounted 
on said shank within said supporting member and adapted 


to direct a flame against said bit. 
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Heating Department 


1,613,326. Welding Apparatus. Adolf Krebs, Boston 
Mass. A welding device having juxtaposed parallel guides 
for feeding a plurality of fusible wires to the area to be 
welded and a heater for concomitantly fusing said wires 











at said area, said guides being spaced from each other 

and the wires being unattached to the guides. whereby to 

conduct the wires to said area independently of each other. 
co oe * 

1,614,418. Liquid-Fuel Burner. Oscar White, St. Louis, 
Mo. A liquid fuel burner comprising a vertically dis- 
posed hollow body having a perforated upper portion and 
having an air inlet at its lower portion, a fuel supply 
pipe having an upper end opening into the upper portion 
of said body and provided with a fuel distributing head 
whose periphery is spaced from the side wall of said 
body, a trough around the inner side of said body under 


said perforated portion to receive fuel descending from 








Do you appreciate the saving 


in NOT depending on 


a leader screw? 


We are speaking of die stocks for pipe 
threading,—the easy-cutting style. There 


is only one tool of this style on the market 
that has not got a leader screw to make 
the dies do their work (as long as it can), 
and that one is the 





“Buckeye 


No turning- 
back. No 
worn-out 

leader screw 

to deal with. 

No difficulty 
in cutting 

left - handed 

threads. 














No. 234=SIZE FOR 4 TO 2’ PIPE 
YOU SHOULD KNOW MORE 


THE HART MANUFACTURING CO. 
2316 EAST 20 STREET CLEVELAND, OHIO 














Virginia Poly- 
technic Insti- 
raut8. of 
Blacksburg, 
Va. Hot water 
for its 1,200 
students sup- 
plied by Pat- 
terson Hot 
Water Heat- 
ers. Bacigal- 
upo Engi- 
neering Co., 
Engineers. 





Mechanical Engineering College 
Installs the Patterson 


Isn’t it reasonable to suppose that this college—which teaches 
Mechanical Engineering and has at its disposal some of the best 
mechanical brains—is exceptionally well qualified to select the make 
of hot water heater that has proven the most satisfactory? 

Patterson Hot Water Heaters were installed in this $350,000 build- 
ing. And after subjecting these heaters to searching, brutal, abso- 
lutely convincing tests, this institute put additional Patterson Hot 
Water Heaters in their Power House, Hospital, Dining Hall, Academic 
Building and Dormitory. 

The more knowledge a man has about heating equipment, the more 
certain he is to install the Patterson. 


Our new catalog sent on request. 


The Patterson- 
Kelley Co. 


106 East 40th Stre2t, 
New York City 


=O wares Over meer vat ereoneren 








Patterson “Heaters 























February 5, 1927 ‘DOMESTIC 


the periphery of said fuel distributing head, and a drip 
and pre-heating pan surrounding said body under said 


perforated portion to receive fuel overflowing from the 
trough through the perforations, the inner wall of said 


trough extending to an elevation above the lowermost of 


said perforations to prevent possible overflow of fuel into 
the lower portion of the body. 











a 
40 1,614,190. 


1,614,418, 


1,614,190. Fan Bracket or Support. Orville K. Dyer, 
Buffalo, N. Y., assignor to Buffalo Forge Company, Buf- 
falo, N. Y. A supporting bracket for a rotary fan or the 
like, comprising an attaching frame, a supporting hub 
disposed at a distance from one face of said frame, sheet 
metal radial arms extending between said frame and said 
hub, lugs at the ends of said arms, abutments on said 
arms adjacent said lugs, said lugs being adapted to pass 
through slits in said frame and said hub so as to engage 
said abutments with one face of said frame and one face 
of said hub, and said lugs being adapted to be bent 
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against the opposite faces of said frame and said hub, as | 


described. 
» 

1,614,359. Liquid-Fuel Burner. Ralph M. Gaston, 
Chicago, Ill., assignor, by mesne assignments, to Wayne 
Company, Fort Wayne, Ind. A liquid fuel burning device 
comprising a member having a gas passage extending 
longitudinally through it and a liquid fuel passage also 


* 





* 








ee 
1,614,359 


‘extending longitudinally through it, said liquid fuel pas- 
sage terminating inwardly on the end of said burner 
member, said gas passage terminating on the inner end of 
said burner member through a plurality of openings lo- 
cated on different sides of said liquid fuel discharge 
opening, and nozzles mounted at the outlet ends of said 
discharge openings. 
* om + 

1,614,267. Liquid-Fuel Burner. Lewis T. Wilcox, 
Peekskill, N. Y. In a liquid fuel burner, a casing, a wick 
holder having oppositely disposed rack portions, housings 
extending in oppositely disposed position from the said 
casing, shafts mounted in the said housings, means carried 
by the shafts for engaging the racks of the wick holder, 
and means for turning the said shafts to raise and lower 
the wick holder simultaneously from _ opposite 
thereof. 


sides | 


| A system designed to prevent Water Hammer and any reaction 
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The STINSON Patent Equalizing Valve 


in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of 
piping. 

The Valve is made in sizes as conditions require. 

Stock sizes: 144 and 24 inch. 

1% inch will take care of from % inch to 2 inch supply 

2% inch will take care of from 2 inch up to 4 inch supply. hd 

Send rough sketch of piping in basement and I will advise you the : 
proper place to install the equalizer. 

* 


Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 
SEE HOREOK SOCORRO SO OKOK Mateo tattoo 








‘‘TOLEDO”’ 
Solderless Floats 


are guaranteed tolast as long 
as the metal itself. Spuds are 
tapped with deep threads 


for full quarter twenty rods. 
Carefully tested before 
packing. Write for prices. 


REICHERT FLOAT & MFG. CO. 
22383 Smead Ave. - Tcledo, Ohio 





















ImPROVED 


Wilhelmi and Modern 


Copper Range Boilers 
WILHELMI BOILER 


Boller tert 


PATENTED Made in the most approved ’ toa 
“ob design, of excellent material ; 
and careful workmanship 













PRIL I). 1898 





No iron used in construction 
Boilers lined with tin and guar- 
anteed against collapse. 


Install them on your next job 
—for real service. 


Your Jobber Can Supply You 





Hayes Manufacturing Ce. 


Paterson 33 3 New Jersey 











ELIMINATE “GUESSWORK” 
IN PIPING! 


A Grade Scale, a Level, a plumb and 
ele a 12-inch rule all in one—the PER- 
FECTION eliminates ‘“‘Guesswork in 
Piping.” Practical, convenient, accu- 
rate and durable. Its use saves time, 
prevents mistakes and produces better 
work. In oak box $3.50. In leather 
case $5.50. 


WRITE YOUR JOBBER TODAY! 


Write to your jobber to-day. Tell him the model you 
like and he will be glad to let you inspect this remarkable 
tool. If you don’t think it the greatest invention in the 
plumbing trade in years, return it in ten days. Write him 


today 
MODERN UTILITIES COMPANY 


140-47 So. Second St. 
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1 Saved 


on Installation Cost 


over other vapor heating systems 
by installing the Gorton Single 
Pipe Vapor System. 


The “GORTON” gives all the 
advantages of a perfect vapor 
heating system at the lowest cost. 


Will gladly send G. & L. Specification 
Form or other information. 


GORTON & LIDGERWOOD COMPANY 
96 Liberty Street, New York, N. Y. 
Established 1887 


Representatives in Principal Cities 




















Greatest efficiency at least cost ! 














FIREPROOF A ON THE OCEAN FRONT 








ATLANTIC CITY. N. J. reake US 


On the Oceanfront 





Preterre _— 


N WINTER and all seasons by 

those who know and want the best— 

upon either the American or European 
plan —and sensible rates withal. 


DANCING GOLF HEALTH BATHS 
AFTERNOON TEAS GARAGE 


JOEL HILLMAN, JULIAN A. HILLMAN, 
PRESIDENT VICE-PRESIDENT 
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1,613,844. Lock for Air Valves of Heating Systems. 
Adolph J. Ortseifen, Chicago. A lock for air valves of 


heating systems, comprising a locking member having 
shouldered parts protruding from the threaded nipple of 
| the casing of the valve, adapted to lockingly engage the 





wall of an object upon which the valve is secure, and 
normally non-removable means fixedly secured to the 
casing for securing said locking member to the valve 
casing. 

* * » 

1,613,781. Oil Burner. Arthur R. Baker, Indianap- 
olis, Ind., assignor to Ira T. Swartz, Indianapolis, Ind. 
An oil burner comprising a nozzle, means for directing 
an air blast through said nozzle, a carburetor connected 




















1.613.781. 


with said means, means for supplying fuel oil and air to 
the carburetor, and an air conduit adapted to take air 
from the upper part of the nozzle and discharge it in 
the form of an upward blast at the lower side of its dis- 


charge end, substantially as set forth. 
* * * 


1,613,969. Oil-Burner System. Hugh Swartz and Paul 
C. Mulligan, Seattle, Wash., assignors to Dual Oil Burner, 
Inc., Seattle, Wash. In oil burning apparatus of the class 
described, an injector type burner head, a vacuum tank 
having a vacuum chamber and an oil storage chamber, an 
air pump, means for driving said air pump, a conduit con- 
necting said burner head with the air discharge port of 


























1,613,969. 





said pump, another conduit connecting said burner head 
with the oil storage chamber of said vacuum tank, another 
conduit connecting said vacuum chamber with the suction 
inlet of said pump, another conduit connecting the suction 
inlet of said pump with said oil storage chamber for sup- 
plying oil for lubricating purposes to said pump, an oil 
storage tank and a conduit pipe connecting said vacuum 
chamber and said oil storage tank. 
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Classified Advertisements 


8 cents for each word including heading and address. 
insertion. One inch $4.00. Cash must accompany order. 


Count seven words for keyed address. Minimum $2.00 for each 
Copy should reach us eight days in advance. 





Situations Open 


SALESMAN WANTED—RESIDING AT 
or near Philadelphia experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade 
in the Philadelphia territory including 
west to Harrisburg and south through 
Baltimore and Washington to Norfolk 
Give full details and references. Ad- 
dress Key 757, “Domestic Engineering,” 
1900 Prairie Ave., Chicago.. 
BOILER AND RADIATOR SALESMEN 
for Newark, N. J., Boston, Mass., and 
Eastern and Western Pennsylvania 
territories. Apply by letter which will 
be treated con dentia lily. The Wm 4 
Page_ Boiler ‘o., 200 ‘eadioon Ave., 
New York. 
SALESMAN RESIDING IN DETROIT, 
experienced in selling brass goods. 
Must be acquainted with the trade. A 
wonderful opportunity for a high grade 
man as we manufacture a high grade 
line. Give age, experience and full 
details. Address H. Maier, 1124 Clark 
Ave., Cleveland, 


SALESMAN WANTED—RESIDING AT 

or near Cleveland experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade in 
Ohio, including Detroit, and Pittsburgh 
territory. Give full details and refer- 
ences. Address Key 758, ‘Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
GOOD EXCLUSIVE DISTRIBUTIONAL 

proposition or side line for man with 
ability, calling on roi dealers. 
Communications strictly confidential. 
Koil-Les Heater Co., Geneva, Illinois. 











SALESMAN WANTED—RESIDING AT 

or near St. Louis, experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade 
in St. Louis and Kansas City territory. 
Give full details and references. Ad- 
dress Key 759, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 





SALESMAN WITH EXPERIENCE IN 
plumbing and heating. For city 
trade in Northern Indiana. State age 
and experience, married or single. Ad- 
dress Key 777, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 
SALESMAN AFFILIATED LINES, AC- 
quainted heating trade, architects and 
engineers, Manhattan, Bronx and West- 
chester, N. Y. Handle line of steel boil- 
ers, sizes bungalow to_ skyscraper. 


Commission basis, excellent future, Ad-° 


dress Key 764, “Domestic Engineering,” 
110 East 42nd St., New York, N. Y. 


WANTED—TWENTY- FIVE A-1 REP- 

resentatives for exclusive sales rights 
on positively the best article of its 
kind on the market. Excellent op- 
portunity for the right men to estab- 
lish a life time income of big propor- 
tions. Prefer men experienced, selling 
plumbing goods through architects, 
jobbers, etc. Furnish references, first 
letter. Territory going fast, answer 


at once. Address Key 772, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 





WANT ED—REPRESENTATIVE TO 

handle a standard line of plumbing 
and heating specialties on commission 
basis in the Southern territory. Ad- 
dress Key 1763, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 





For Sale 
FOR SALE— PLUMBING BUSINESS 


San Joaquin Valley, California, good 
climate. Building all year. Residence, 





shop, building and stock. $2,000 will 
handle. Address Key 780, “Domestic 
Engineering,’ 1900 Prairie Ave., Chi- 
cago. 


Plumbing and heating business for 
sale. Wonderful opportunity to make 
money! Large store, big stock, fur- 
naces and boilers bought by car load. 
Business sufficiently large for two 
men to operate efficiently. Employs 
twenty men. $80,000 yearly busi- 
ness. New England city 8,000 sur- 
rounded by rich farming territory. 
Occupies city block. ‘Will sell real 
estate or rent. Established seventy 
years. Present owner past seventy 
and wants to retire. Address Key 
774, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 
FOR SALE—IN HOUSTON, TEXAS, 
well established plumbing business 
doing good retail contracting business. 
Address Key 781, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


Lines Wanted 
A SALES REPRESENTATIVE CALL- 
ing on the jobbers in Wisconsin, 
Minnesota and Iowa wants a line of 
closet seats, soil pipe and pottery. 
Address Key 775, “Domestic Engineer- 
ing, ” 1900 Prairie Ave., Chicago. 


A REPUTABLE HEATING SUPPLY 
jobbing house would like the agency 
of two or three good lines to distribute 
in Massachusetts. Address Key 778, 
“Domestic Engineering,’ 1900 Prairie 
Ave., Chicago. 
WANTED—LINES OF PLUM. BI NG, 
heating and engineers’ supplies to 
sel] to the trade in Los Angeles and 
vicinity. Experienced, responsible. Ad- 
dress Key 779, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 








Situations Wanted 


EXPERIENCED HEATING ESTIMA- 

tor, solicitor and installation super- 
intendent desires connection with Chi- 
cago contractor. Available February 
first, 1927. Address Key 773, “Domestic 
Engineering,’ 1900 Prairie Ave., Chi- 
cago. 


A THOROUGHLY EXPERIENCED 

heating man and sales executive de- 
sires a position with manufacturer of 
boilers and radiators to represent them 
in Philadelphia. Address Key 769, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 














SALESMAN-BUYER FOR PLUMBING 

heating and mill supply wholesaler 
with successful selling experience asks 
manufacturer with open territory in 
East for selling proposition. Address 


Key 776, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 
y “Miscellaneous 
STOP , GUESSTIMATING” 
Avoid Errors and Omissions 







Plumbers’ Estimate ‘Sheets 
will SAVE Time and Money. 
100 leaves in a book—4'2x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 
In Business Thirty Years. Noted for Quick Service 


HADCO STOP VALVE TAGS 


STOP VALVE N?.. 
TO TURN OFF COLD WATER 


as 


Jose 
AO! Mungama STREET, +H 














CONTRACTORS. 
ny. 























Printed with your name and address mace an ever- 
lasting advertisement. Send for samples and prices. 


HADDON BIN LABEL CO. 


Books fee Your Trade Library 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4%x7 in. 128 pages. 24 tables. Cloth. 
Price, $1.50. 


STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck. An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
6x9 in. 406 pages, bound in cloth. 
Price, $3.50. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 





Tire JUDD Water Closet Seats are a composition of rubber, which composition is the 


durable seat made serving the public and mansion toilet efficiently. 


Ask your jobber or write us 


Haddor Heights, N. J- 





| 
result of a quarter century's experience in this seat line resulting in the most economica! 








WRIGLEY BUILDING CHICAGO 





EARL JUDD CORP. 
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& reasons 


February 5, 1927 


for using this new Super flange 


It is all lead—one 
piece — made of 
100% pure soft South- 
western Missouri pig 
lead. Strongest con- 
struction, durable, 


good looking. 








2 Made under 100 

pound per square 
inch pressure—mi- 
croscopic view shows 
perfect solidity ot 
the metal—no blow- 
holes or laminations. 

















3 Very pliable and 
ductile. Easy ad- 
justment. Feather 
edge at boot top and 
special caulking ring 
mean easy watertight 


caulking. 





Rounded corners 
and beveled edges 
mean easy handling. 
Boot is rounded into 
apron, making easy 
adjustment to any 


pitch of roof. 





The new EAGLE Super FLANGE comes nested 25 or 50 flanges in secure, wirebound packages, an addi- 
tional advantage in lower freight rates. Carried in convenient stock sizes by all leading jobbers and dealers. 
Try the new EAGLE Super FLANGE on your next job. You will be Super-satisfied. Write for free folder. 


The EAGLE-PICHER LEAD COMPANY . Chicago, Joplin, Cincinnati 


EAGLE §uper FLANGE 


ALL LEAD, ONE PIECE—NO BLOWHOLES—EXTRA PLIABLE 











Mention Domestic ENGINEERING when writing advertisers. 
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